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l.o  INTRODUCTION 


Current  manufacturing  facilities  involve  complex  combinations  of  processes 
utilizing  varieties  of  technologies  spanning  many  engineering  and  scientific  disciplines. 
They  involve  considerations  in  areas  such  as:  finished  part  requirements,  material 
application,  tool  design,  equipment  design,  quality  control,  material  handling  human 
factors,  environmental  control  and  government  regulations.  Many  advancements  have 
been  made  in  these  areas.  Tooling,  for  example,  has  made  great  advances  in  the  last 
eighty  years.  The  time  required  to  turn  a  straight  cylinder  four  inches  in  diameter  and 
twenty  inches  in  length  has  decreased  considerably  according  to  data  developed  by 
Sandvik  Incorporated.  During  the  early  1900's,  carbon-steel  tooling  would  require  100 
minutes  to  complete  this  job.  High  speed  steel  tooling  reduced  this  to  26  minutes. 
Stellite  tools  which  were  introduced  just  prior  to  World  War  I  further  decrease  the 
machining  time  to  15  minutes.  This  machining  rate  was  cut  in  half  to  6  minutes  by  the 
introduction  of  cemented  tungsten  carbide.  Premium  carbide,  introduced  in  the  1950's, 
further  reduced  this  rate  to  3  minutes.  The  time  was  again  halved  to  1.5  minutes  with 
the  advent  of  the  first  coated  carbides.  Current  advances  have  reduced  the  initial  100 
minute  machining  time  to  1  minute  using  aluminum-oxide  coated  inserts. 

Similar  advances  have  been  made  in  machining  equipment.  Numerical  control 
(N/C)  machines  have  reduced  some  of  the  machine  operator  skill  requirements  in 
manufacturing,  as  well  as  reducing  the  costs  to  produce  small  quantities  of  production 
parts.  N/C  computer  control  now  coupled  with  computer-aided  design  is  reducing  the 
time  required  to  develop  N/C  programs.  Also,  these  computer-aided  N/C  machines 
equipped  with  multiple  cutting  axis  capabilities  make  it  possible  to  manufacture  highly 
complex  space  age  parts.  Likewise,  systematic  work  has  been  done  at  the  universities 
and  industrial  research  laboratories  in  the  area  of  advanced  tooling  geometries.  Designs 
for  maximum  productivity  and  less  obvious  factors  such  as  chip  control  have  been 
developed. 

However,  one  major  area  having  a  great  impact  on  the  productivity  and  costs 
incurred  in  these  operations  has  been  neglected  from  an  application  point  of  view. 
Studies  have  shown  that  the  correct  selection  and  use  of  cutting  fluids  within  a 
manufacturing  facility  can  provide  enormous  benefits  in  part  quality  and  reduced 
cutting  tool  consumption.  While  the  cutting  fluid  manufacturers  and  distributors  have 
concentrated  efforts  in  developing  new  formulations  and  fluid  types  based  upon 
chemistry  principles,  most  lack  the  capability  of  actual  production  floor  testing  of  these 
new  products.  This  creates  problems  for  the  end  users  who  are  faced  with  literally 
hundreds  of  fluids  from  which  to  choose  for  their  manufacturing  facility.  Many  times 
the  final  cutting  fluid  selection  is  based  upon  a  single  person's  judgement  which  reflects 
his  past  experience  and  recent  input  from  the  various  vendors.  An  alternate  evaluation 
mechanism,  with  adequate,  scientifically  established  data  as  a  basis,  will  permit 
management  personnel  to  select  the  proper  fluid(s)  for  their  specific  applications. 
Another  aspect  to  this  problem  is  the  proper  maintenance  and  use  of  the  optimum 
cutting  fluids  selected.  These  two  factors  have  perhaps  the  greatest  effect  upon  the 
benefits  to  be  gained  by  proper  fluid  selection. 
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It  was  with  these  thoughts  in  mind  that  a  program  was  formulated  to  provide 
implementation  of  advanced  cutting  fluid  technology  into  the  manufacturing  operations 
at  Rock  Island  Arsenal  (RIA).  The  overall  goal  of  this  program  is  to  establish  a  cutting 
fluid  selection  and  control  system,  based  upon  performance  data,  which  will  improve 
productivity  and  reduce  manufacturing  costs  at  RIA.  The  program  is  comprised  of  three 
distinct  phases,  each  with  specific  objectives.  Phase  I  will  be  devoted  to  the 
development  of  a  systematic  quantitative  procedure  to  evaluate  various  cutting  fluids 
as  related  to  the  manufacturing  requirements  at  RIA.  Included  in  this  effort  were  the 
following:  develop  a  manufacturing  severity  index,  characterize  potential  fluid 

chemistries  in  cooperation  with  fluid  manufacturers,  develop  and  conduct  a  test  plan 
which  will  be  used  to  select  optimal  fluid  compositions  for  an  application  matrix,  define 
process  economics  and  develop  a  preliminary  fluid  application  matrix.  The  second  phase 
of  the  program  will  involve  further  refinements  of  the  fluid  application  matrix  and  the 
severity  index.  The  objective  of  the  third  phase  will  include  the  development  of  a 
plant-wide  cutting  fluid  control  system. 

This  report  describes  the  work  accomplished  in  Phase  I  of  this  program. 


2 


2.0  BACKGROUND  AND  TECHNICAL  APPROACH 


This  section  is  intended  to  provide  background  technology  relative  to  cutting 
fluids  in  metal  removal  operations  and  outline  the  technical  approach  employed  for  this 
program. 

2.1  Background  Technology 


TRW  Materials  Technology  has  been  actively  conducting  research  in  the  metal 
removal  area  for  the  past  decade.  The  work  has  addressed  both  fundamental  and 
applied  research  problems.  One  of  the  primary  objectives  of  this  research  has  been  to 
perform  highly  controlled  and  systematic  investigations  of  metal  removal  processes  to 
develop  a  comprehensive  knowledge  base  such  that  technology  would  be  transferred  to 
the  shop  floor.  Without  consideration  of  the  necessity  for  process  implementation,  most 
experimental  results  would  remain  only  of  academic  interest. 

A  naturaldevelopment  of  the  systematic  study  of  metal  removal  phenomena  at 
TRW  was  evaluation  of  the  role  played  by  cutting  fluids.  One  of  the  first  revelations 
was  that  cutting  fluid  technology  has  been  largely  ignored  relative  to  efforts  within  the 
industry  to  develop,  for  example,  NC  control  systems  and  improved  cutting  tool 
materials.  TRW  has  conducted  extensive  studies  specifically  designed  to  define 
requirements  for  cutting  fluids  in  both  grinding  and  metal  cutting  operations.  Possibly 
the  most  significant  finding  arising  from  this  work  has  been  that  fluid  composition  was 
consistently  one  of  the  most  important  factors  governing  overall  process  economics  and 
productivity  regardless  of  the  manufacturing  process  analyzed. 

2.1.1  Cutting  Fluid  Technology 

An  overview  of  the  function  of  cutting  fluids  as  determined  by  TRW  investigations 
will  be  presented  prior  to  discussions  of  specific  examples  of  successful  technology 
implementation.  A  cutting  fluid  provides  four  major  functions  in  metal  removal 
operations;  heat  removal,  lubrication,  chip  flushing,  and  to  varying  degrees,  alteration 
of  the  mechanical  properties  of  the  chip  during  its  generation.  Selection  of  the  proper 
fluid  demands  providing  the  proper  combination  of  these  factors  to  satisfy  particular 
application  requirements. 

Cutting  velocity  exerts  a  strong  influence  on  the  selection  process.  In  general, 
slow  cutting  speeds  require  more  lubrication  while  at  higher  speeds  heat  abstraction, 
chip  flushing,  and  mechanical  property  changes  are  more  critical.  Lubrication  at  the 
tool-chip  interface  occurs  by  two  basic  mechanisms.  The  first  involves  conventional 
elastohydrodynamic  (EHD)  films  where  no  surface  contact  occurs  and  the  load  is  totally 
supported  by  the  fluid  film.  The  second  mode,  more  common  in  metal  cutting,  is 
boundary  film  lubrication  where  some  metal-to-metal  contact  occurs  between  surface 
asperities  and  pockets  of  lubricant  are  trapped  between  these  contact  areas.  This  latter 
type  of  lubrication  is  observed  when  straight  oils  or  water/oil  emulsions  are  utilized  in 
metal  removal.  A  third  type  of  lubrication  is  possible  when  special  additives  are 


3 


present  in  the  fluid  which  chemically  react  to  form  adherent  layers  of  solid  film 
materials  on  the  opposing  surfaces  to  physically  separate  the  interfaces.  Additions  of 
sulfur,  chlorine  and  phosphorous  compounds,  and  fatty  acids  cause  formation  of  low 
shear  strength  films  that  prevent  or  reduce  welding  of  contacting  areas  and  minimize 
both  material  transfer  and  generation  of  metallic  debris  within  the  contact  zone. 
Moisture  and  dissolved  oxygen  in  the  cutting  fluids  also  contribute  to  film  formation  and 
may  chemically  modify  the  films  formed  by  the  intentionally  added  compounds.  An 
illustration  of  the  three  lubrication  modes  is  presented  in  Figure  2.1-1.  Boundary 
lubrication  with  solid  films  is  the  prevailing  condition  in  most  metal  removal  operations. 

The  critical  factors  in  achieving  satisfactory  boundary  lubrication  with  film 
formation  are  the  chemical  activities  of  the  additives  in  the  fluid,  the  activity  of  the 
tool/workpiece  materials,  and  the  time-temperature-pressure  (TTP)  conditions  existing 
as  a  chip  passes  across  the  tool.  For  a  given  set  of  cutting  conditions,  a  dynamic  TTP 
situation  prevails  with  increasing  temperature  and  pressure  levels  occurring  as  the  tool 
wears.  This  TTP  factor  can  be  considered  useful  in  developing  a  process  severity  index 
for  appropriate  fluid  selection. 

Selection  of  the  optimum  cutting  fluid  composition  must  then  seek  to  provide 
adequate  cooling  while  providing  sufficient  activity  in  the  additive  package  to  develop  a 
chemical  film  which  is  just  thick  enough  to  prevent  direct  asperity  contact  during  the 
time  interval  of  chip/tool  interaction.  Inadequate  film  thicknesses  permit  direct 
metallic  contact,  increased  cutting  forces,  and  high  tool  wear.  Excessive  activity 
results  in  an  aggressive  attack  on  metallic  surfaces  and  causes  chemical  wear  of  the 
tool,  stained  workpieces,  and  in  most  instances,  damage  to  the  machine  tool  structure 
as  well.  The  temperature,  largely  governed  by  the  cutting  speed  for  a  given  operation, 
influences  the  reaction  kinetics  for  film  formation.  At  slow  speeds  encountered  in 
broaching,  there  is  time  for  chemical  reaction  to  occur  at  the  cut  surface  of  the  chip  as 
well  as  maintaining  a  film  on  the  cutter  surface.  Operations  conducted  at  higher  speeds 
have  less  time  for  film  formation  reactions  on  the  chip  surface  and  the  process  must 
rely  on  maintaining  a  complete  film  on  the  cutter  during  the  period  of  tool/ chip 
contact.  Attempts  to  increase  reaction  kinetics  by  reducing  cooling  capabilities  to 
raise  the  reaction  temperature  results  in  cutter  failure  through  thermally  related 
mechanisms. 

Grinding  operations  are  even  more  difficult  with  regard  to  cutting  fluid  selection 
and  are  complicated  by  three  additional  considerations  beyond  those  inherent  in  macro 
chip  operations.  First,  the  effective  rake  angle  of  an  abrasive  grain  has  approximately 
60  negative  rake  as  compared  with  +15°  to  -5°  rake  angles  of  cutting  tools.  As  a 
result,  specific  energy  consumption  (HP  per  cubic  inch  of  chip  produced)  is  higher  by  an 
order  of  magnitude  over  milling  or  turning  operations.  Second,  cutting  speeds  are  also 
higher  by  an  order  of  magnitude  thus  reducing  the  time  available  for  film  formation  on 
the  newly  generated  chip  surface.  The  third  consideration  involves  the  nature  of  the 
cutting  instrument  itself.  Most  cutting  fluid  additives  are  designed  to  produce  films  on 
metalic  materials,  not  on  ceramic  abrasives.  Welding  between  ceramics  and  workpiece 
materials  is,  however,  less  of  a  problem  than  metal-metal  contact  phenomena  in 
cutting. 
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Elastohydrodynamic  Lubrication 


Mating  surfaces  totally  separated 
by  fluid  film  (hatched  area)  -  no 
wear  and  low  friction. 


Boundary  Lubrication 


Mating  surfaces  contacting  at  asperities 
with  local  plastic  deformation  and 
welding  -  wear  with  debris  formed  as 
welds  are  sheared. 


Welding  inhibited  at  plastically  deformed 
contacting  asperities  by  low  shear 
strength  solid  film  -  low  wear. 


film 


Boundary  Lubrication 
with  Film  Formation 


Figure  2.1-1. 


Schematic  illustration  of  three  basic  types  of  lubrication  mechanisms. 
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Experiments  were  conducted  at  TRW  in  which  the  workpiece  was  anodically 
polarized  within  the  passivation  region  in  an  effort  to  enhance  film  development  during 
grinding.  No  improvements  were  noted  in  grinding  forces,  wheel  wear,  or  surface  finish 
when  the  test  data  were  compared  to  an  identical  test  sequence  on  an  unpolarized 
specimen.  A  considerable  volume  of  experimental  data,  however,  exists  which 
conclusively  established  that  additions  of  sulfur,  chlorine,  phosphorous,  and  fatty  acid 
compounds  to  water  emulsions  or  straight  oils  do  indeed  result  in  performance 
improvements.  Since  reaction  kinetics  were  inadequate  for  simple  solid  film  lubrication 
mechanisms,  an  alterate  mechanism  must  be  operative.  Discussions  with  Professor 
Milton  Shaw,  University  of  Arizona,  Tempe,  Arizona,  confirmed  our  earlier  indications 
that  sulfur  and  chlorine  compounds  altered  the  mechanical  properties  of  the  workpiece 
material  and  reduced  its  flow  stress  as  the  chip  was  developed.  Addition  of  sulfur  and 
chlorine  compounds  sparingly  to  the  surface  of  a  bar  prior  to  machining  has  been  shown 
to  reduce  cutting  forces.  These  materials  were  added  such  that  no  lubrication  effects 
between  the  tool  and  chip  were  possible,  thus  limiting  all  effects  to  the  chip 
deformation  process.  This  phenomenon  provides  an  explanation  of  the  role  additives 
play  in  metal  removal  at  speeds  which  preclude  formation  of  low  shear  strength  films  on 
the  cut  surface  of  a  chip  or  reaction  on  a  ceramic  tool. 

An  awareness  of  basic  mechanisms  operating  as  a  result  of  cutting  fluid 
interactions  with  metal  removal  events  has  provided  a  broad  technology  base  for 
effective  utilization  of  this  background  for  in-shop  cost  reduction  activities. 

2.1.2  Implementation  Technology  Examples 

The  background  technology  reviewed  in  the  previous  sub-section  has  been 
successfully  employed  in  improving  production  broaching  and  turning  procedures. 

A  broaching  operation  involving  cutting  of  rectangular  pockets  in  heat  treated 
4340  steel  parts  was  optimized  by  cutting  fluid  compositional  modifications.  The 
existing  broaching  oil  was  replaced  with  a  mixture  of  Shell's  Garia  H  with  30%  Master 
Chemical's  Magnudraw  150L.  The  fluid  flow  volume  was  also  amplified  from  3  to  20 
gallons  per  minute.  The  as-machined  surface  finish  was  improved  from  120-150  y-in 
AA  to  30-34  y-in  AA  and  broach  tool  life  was  increased  tenfold.  The  change  in  surface 
quality  is  illustrated  in  Figure  2.1-2  for  parts  obtained  from  lots  broached  prior  to  and 
following  the  optimization  procedure.  The  tearing  clearly  evident  on  parts  produced 
prior  to  the  investigation  was  traced  to  welding  effects  caused  by  metal-metal  contact 
during  inadequate  boundary  film  lubrication  conditions.  Perhaps  overshadowed  by  the 
striking  process  improvements  is  an  equally  important  point,  that  this  achievement  was 
realized  with  commercially  available  cutting  fluids.  The  implication  is  that  adequate 
fluid  chemistries  are  already  available  and  the  problem  is  one  of  matching  the 
application  with  the  proper  product,  not  developing  yet  further  new  compositions. 

A  more  comprehensive  analysis  was  conducted  to  analyze  another  broaching 
operation.  This  analysis  involved  a  production  operation  which  generated  complex 
forms  on  Greek  Ascoloy  forgings.  Overall  tool  life  of  the  twelve  inserts  comprising  the 
tooling  package  required  for  this  operation  averaged  4000  parts  prior  to  the  analysis. 
Cutter  breakage  was  also  a  serious  problem  in  that  a  slotting  insert  was  experiencing 
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INITIAL  CONDITION 


AFTER  OPTIMIZATION 


Figure  2.1-2.  Comparison  of  4340  steel  part  finish  improvements 
achieved  by  cutting  oil  modification. 
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catastrophic  failure  after  only  200  to  300  parts  were  produced.  This  failure 
necessitated  removal  of  the  tooling  package  some  ten  times  between  overall 
resharpening  operations  for  insert  replacement  and  fixture  repair.  Tests  on  the  shop 
floor  tend  to  be  very  costly,  interfere  with  production,  and  are  subject  to  poor  controls. 
A  more  effective  solution  was  to  conduct  controlled  tests  in  the  laboratory  using  a 
highly  instrumental  simulation  facility.  A  close-up  view  of  the  tool  holder  containing  a 
three-axis  force  dynamometer  is  presented  in  Figure  2.1-3.  Major  advantages  offered 
by  this  facility  include  accurate  duplication  of  factory  cutting  conditions,  low-cost 
tooling  and  workpiece  requirements,  full  access  to  the  cutting  zone  for  data  acquisition, 
and  simple  means  to  vary  cutting  fluid  composition  and  application  methods. 

Investigation  of  the  slot  cutter  problem  and  tool  wear  rate  was  conducted  by 
designing  an  experimental  matrix  to  simultaneously  evaluate  the  influence  of  cutting  oil 
additive  variations  and  tool  materials  on  process  responses.  These  responses  included 
tool  wear  rates,  cutting  forces,  and  part  surface  finishes.  Results  of  an  extensive 
statistical  analysis  of  the  large  volume  of  data  produced  revealed  that  a  2%  sulfur,  2% 
chlorine,  and  10%  lard  oil  addtive  package  was  optimum  for  the  light  cuts  (low  TTP 
factor)  in  the  finishing  portion  of  the  cutter.  However,  optimum  performance  in  the 
roughing  zone  (high  TTP  factor)  required  10%  sulfur,  10%  chlorine,  and  30%  lard  oil. 
These  results  posed  a  dilemma  in  that  both  fluid  requirements  were  necessary  for  the 
same  cutter.  A  solution  was  provided  by  Stuart's  Oil  No.  6736,  which  has  a  total 
additive  package  comparable  to  that  required  for  the  roughing  zone.  The  sulfur  and 
chlorine  were  provided  as  a  two-stage  package  with  2%  active  and  the  remainder  in  the 
combined  form.  Release  of  the  combined  sulfur  then  only  occurred  during  the  higher 
temperatures  prevailing  in  the  roughing  portion  of  the  cut.  This  provided  the  proper 
composition  for  the  finishing  zone  without  excessive  tool  attack.  Installation  of  the 
improved  oil  in  a  production  broach  produced  a  tool  life  of  32,000  pieces  (an  eightfold 
improvement)  and  the  previous  breakage  problem  was  eliminated. 

A  grinding  problem  involving  surface  integrity  defects  in  M-50  steel  was 
analyzed  (1,2).  A  close  examination  of  the  as-ground  surface  revealed  minute  tears 
present  on  the  as-ground  surface.  The  tears  were  produced  by  steel  particles  adhering 
to  the  grinding  wheel  being  rewelded  to  the  part  surface  and  subsequently  torn  away  as 
the  wheel  passed  over  the  race.  This  effect  has  been  described  by  other  investigators 
(3,  4,  5)  but  were  attributed  to  excessive  depths  of  cut.  Their  recommendation  was  to 
reduce  grinding  rates  below  certain  critical  levels.  This  solution  is  economically 
unattractive.  Further  study  of  the  problem  at  TRW  suggested  that  an  improved  grinding 
fluid  would  eliminate  the  tearing  by  keeping  the  wheel  free  of  adherent  metallic  swarf. 
Substitution  of  the  existing  fluid  with  a  more  highly  compounded  product  was  fully 
successful  in  resolving  the  rewelding  condition  in  conjunction  with  providing  more  chip 
clearance  in  the  grinding  wheel  structure.  Figures  11  and  12  illustrate  the  appearance 
of  the  as-ground  surfaces  and  the  grinding  wheels  for  the  previous  and  optimized 
processes,  respectively.  The  improvement  in  surface  quality  is  strikingly  apparent  from 
the  figures.  In  addition,  the  swarf  and  adhering  metal  clogging  and  the  grinding  sheel 
(Figure  2.1-4)  have  been  completely  eliminated  (Figure  2.1-5).  An  important  further 
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Figure  2.1-3.  Close-up  of  instrumented  tool  holder  on  laboratory  broaching  simulation 
facility  located  in  the  TRW  Machining  Research  Laboratory. 
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M50  Steel  Part 
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Worn  Wheel 
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Figure  2.1-4.  SEM  photomicrographs  of  the  appearance  of  an  M50  steel  part 

and  the  surface  of  the  worn  grinding  wheel  used  with  Kutwell  40 
grinding  fluid. 
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M50  Steel  Part 
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Worn  Wheel 
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Figure  2.1-5.  SEM  photomicrographs  of  an  M50  steel  part  and  the  worn 
grinding  wheel  used  with  Hocut  3210  fluid. 
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benefit  was  realized  in  that  the  more  highly  compounded  product  provided  a  much  freer 
cutting  action  which  permitted  a  55%  reduction  in  floor-to-floor  production  cycle  time. 
It  should  be  emphasized  that  provision  of  a  more  open  grinding  wheel  structure  alone  was 
not  effective  in  resolving  the  problem.  It  is  absolutely  essential  that  a  systematic 
investigation  including  all  relevant  factors  be  employed  to  achieve  lasting  process 
improvements. 

Recognition  of  various  mechanisms  which  contribute  to  net  tool  wear  is  a  valuable 
asset  in  the  interpretation  of  worn  cutter  topographic  and  subsurface  effects.  The  well 
known  tool  wear  relationships,  shown  in  Figure  2.1-6,  schematically  illustrates  the 
relationships  of  various  factors  which  interact  to  varying  degrees  to  produce  wear  as 
the  cutting  speed  increases.  An  example  of  the  results  of  applying  these  principles  will 
be  discussed  to  illustrate  the  potential  for  process  improvement.  This  example  deals 
with  a  turning  operation  using  carbide  inserts  to  machine  Nitralloy  135M  bar  stock. 
Insert  failures  involved  BUE  and  chipping  mechanisms  which  necessitated  frequent  tool 
offset  adjustments  and  insert  changes,  Figure  2.1-7(a).  Modifications  to  the  process 
cycle,  including  a  change  in  fluid  chemistry,  altered  the  wear  mechanism  to  one  of 
gradual  crater  development  with  virtually  no  edge  wear,  Figure  2.1-7(b).  This  latter 
wear  mechanism  resulted  in  an  insert  life  without  loss  of  dimensional  control  which  was 
seven  times  longer  than  the  previous  condition. 

2.2  Technical  Approach 

The  objective  of  Phase  I  of  the  Rock  Island  Arsenal's  "Studies  to  Establish  a 
Cutting  Fluid  Control  System"  and  to  develop  a  preliminary  Cutting  Fluid  Application 
Matrix.  This  matrix  will  be  designed  to  provide  the  RIA  with  the  ability  to  select  an 
adequate  cutting  fluid  for  existing  and  future  manufacturing  processes.  In  order  to 
accomplish  this,  two  basic  steps  were  taken:  data  collection  and  the  test  design  and 
evaluation.  The  following  subsections  will  describe  these  steps. 

2.2.1  Data  Collection 


In  order  to  develop  a  preliminary  cutting  fluid  matrix,  data  had  to  be  gathered 
from  the  RIA.  Each  manufacturing  process  performed  at  the  Arsenal  must  be  analyzed 
and  when  possible  tool  samples  will  be  collected.  Then  a  severity  index  will  be 
developed  to  classify  the  different  types  of  manufacturing  processes  observed  and  to 
relate  them  to  the  other  manufacturing  processes  performed  throughout  the  arsenal. 

Once  these  data  are  gathered,  a  survey  of  the  commerically  available  cutting 
fluids  will  be  initiated.  As  many  cutting  fluid  manufacturers  will  be  contacted  as 
feasible  and  asked  to  recommend  products  for  RIA.  They  will  be  required  to  complete  a 
detailed  questionnaire  for  each  neat  oil  product  and  water  soluble  product 
recommended.  A  computer  program  will  be  developed  to  analyze  the  information 
supplied  by  the  cutting  fluid  manufacturer.  Concurrently,  preliminary  screening  tests 
will  be  performed  on  test  fluids  submitted  by  the  cutting  fluid  manufacturers.  These 
preliminary  tests  will  include  a  rust  test,  a  test  for  resistance  to  RIA  bacteria  and  a 
residue  test.  These  tests  will  be  utilized  to  eliminate  products  exhibiting  fundamentally 
undesirable  properties.  Also,  telephone  contact  will  be  made  with  all  the  participating 


12 


Tool 

Wear 


Speed  or  Temperature 


Figure  2. 1-6. 


1 1 1 ustration  of 
wear  mechanisms. 


relationships  between  cutting  rates  and  various 
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b)  AFTER  ANALYSIS  -  GRADUAL  CRATER  WEAR 


Figure  2.1-7.  Scanning  electron  microscope  (SEM)  micrographs  of  carbide 

inserts  showing  wear  mechanism  change  providing  a  seven-fold 
tool  life  improvement. 
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fluid  manufacturers  to  gain  insight  into  the  chemical  and  physical  makeup  of  their 
products.  As  many  interviews  with  the  chief  chemists  of  the  fluid  manufacturers  will 
be  held  as  possible.  This  will  enable  Machining  Technology  to  learn  the  chemistry  of 
cutting  fluids  passing  the  initial  screening  tests  and  how  best  to  apply  them. 

2.2.2  Test  Design  and  Evaluation 

After  researching,  the  area  of  cutting  fluid  application  and  studying  the  RIA 
manufacturing  survey  with  the  severity  index,  initial  test  fluids  will  be  chosen. 
Initially,  these  fluids  will  be  grouped  into  three  categories  using  manufacturer  supplied 
data:  heavy  duty,  medium  duty  and  light  duty.  Also,  each  category  will  be  subdivided 
into  generic  subgroups.  Each  manufacturing  process  studied  will  be  tested  with  three 
generic  types  of  cutting  fluids:  emulsions,  semi-synthetics  and  full  synthetics  of  the 
category  applicable  to  that  machining  process. 

An  emulsion  or  soluble  oil  is  a  cutting  fluid  containing  approximately  forty  to 
sixty  percent  oil.  Emulsions  are  generally  opaque  and  have  the  ability  to  mix  in  both 
water  and  oils.  Semi -synthetics  typically  contain  from  five  to  twenty  percent  oil  and 
are  translucent.  As  with  emulsions  they  have  the  ability  to  mix  with  water  or  dissolve 
oil.  Full  synthetics  contain  no  natural  oil  and  most  full  synthetics  are  immiscible  with 
oils.  They  are  generally  transparent  due  to  the  fact  full  synthetics  are  true  solutions. 

The  selection  process  for  the  preliminary  application  matrix  will  involve  design 
and  performance  of  a  series  of  metal  removal  tests.  These  tests  will  consider  all  major 
manufacturing  processes  currently  in  use  at  RIA  and  will  utilize  the  same  range  of 
metal  removal  parameters.  The  candidate  fluid  products  will  be  evaluated  by  the 
following  processes,  in  each  case,  the  variables  to  be  controlled  or  monitored  are 
indicated. 

1.  Grinding; 

a.  Wheel  Grade 

b.  Wheel  Speed 

c.  Table  Speed 

d.  Cross  Feed 

e.  Total  Depth  of  Cut 

f.  Infeed 

g.  Wheel  Dressing  Method 

h.  Material 

2.  Turning  and  Boring; 


a.  Tooling 

b.  SFM 

c.  Feed 

d.  DOC 

e.  Material 
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3.  Milling; 


a.  Tooling 

b.  SFM 

c.  Chipload 

d.  Feed 

e.  Cutter  Diam. 

f.  DOC 

g.  Material 

4.  Drilling; 

a.  Tooling 

b.  SFM 

c.  Feed 

d.  Hole  Geometry  (Diameter,  Depth) 

e.  Material 

Force  data  will  be  collected  during  metal  removal  tests  using  a  Honeywell  1858 
Visicorder  which  utilizes  light  sensitive  paper  and  fiber  optics.  This  instrument  has  a 
much  faster  response  time  than  a  conventional  chart  recorder.  The  additional  response 
time  will  allow  for  more  representative  data  to  be  collected.  Force  information  will  be 
supplied  to  the  Visicorder  by  Kristal  Instruments  piezoelectric  machining 
dynamometers.  Piezoelectric  dynamometers  provide  a  higher  frequency  response 
capability  than  conventional  strain  gages,  thus  supplying  additional  information  for  data 
analysis.  Instantaneous  horsepower  consumption  will  be  measured  with  a  Hall-effect 
wattmeter  connected  to  the  spindle  motor  windings.  Velocity  measurements  will  be 
taken  using  an  LVT  (Linear  Velocity  Transducer). 

The  cutting  fluid  evaluation  will  take  into  account  the  following  factors: 

1)  Dynamometer  forces 

2)  Power  consumed  during  machining 

3)  Tool  wear 

4)  SEM  evaluation  of  the  tool 

Fluids  that  show  lower  forces,  minimum  power  consumption  and  the  least  tool 
wear  will  be  evaluated  as  being  technically  superior.  Additional  considerations  to  be 
included  in  the  selection  process  will  include  installation  costs,  operator  acceptance, 
maintenance  and  disposal  requirements. 
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3.0  RESULTS  AND  DISCUSSION 


The  Phase  I  program  results  are  discussed  in  this  section.  Due  to  the  program 
complexity,  discussion  of  these  results  has  been  subdivided  into  a  number  of  individual 
elements.  These  elements  fall  into  three  basic  categories:  analyzing  RIA  operations  and 
requirements,  commercially  available  cutting  fluids,  and  test  results.  Each  element 
describes  an  individual  aspect  of  the  overall  program  and  they  have  been  organized  to 
follow  sequentially  in  a  logical  manner.  Continuity  of  the  discussion  for  each 
manufacturing  process  is  therefore  maintained  and  the  accompanying  analysis  can  be 
more,  specialized  for  each  case  treated.  Further,  each  element  can  be  examined  on  an 
individual  basis  without  detraction  from  the  report  as  a  whole. 

This  section  will  begin  with  an  in-depth  analysis  of  the  current  RIA  manufacturing 
processes.  These  data  are  then  further  refined  into  a  preliminary  severity  index  for  the 
Arsenal.  Background  information  about  cutting  fluids  and  their  manufacturers  will  be 
presented  next.  Also,  the  general  criteria  for  cutting  fluid  test  selection  will  be 
discussed.  Following  these  subsections,  other  subsections  will  therefore  treat  grinding, 
turning,  milling,  drilling,  broaching,  and  tapping  cutting  fluid  testing  sequentially.  The 
final  subsection  will  present  a  preliminary  cutting  fluid  application  matrix. 

3.1  RIA  Manufacturing  Survey 

The  most  important  part  of  developing  a  preliminary  fluid  application  matrix  is 
characterizing  the  manufacturing  processes  the  matrix  will  be  applied  to.  This  section 
will  outline  how  this  was  accomplished  and  summarize  the  manufacturing  survey's 
findings.  The  following  three  subsections  describe  process  data  analysis,  analysis  of 
observed  tool  wear,  and  observations  made  of  the  current  cutting  fluid  application 
systems. 

3.1.1  Process  Data  Analysis 

During  the  Phase  I  program  activity,  a  series  of  surveys  were  made  at  RIA  to 
develop  a  comprehensive  data  base  describing  manufacturing  operations  being 
conducted  at  the  Arsenal. 

This  was  a  very  important  phase  of  the  program.  The  data  gathered  would  be  used 
as  guides  to  structure  the  machining  tests  as  well  as  establishment  of  a  basis  for 
selecting  trial  cutting  fluids.  Great  care  was  taken  in  order  to  select  representative 
data.  The  parts  and  operations  were  chosen  after  many  discussions  with  Rock  Island 
Arsenal's  general  management,  and  line  foremen  from  first  and  second  shifts.  A 
specially  designed  data  sheet  was  developed  that  would  insure  that  all  the  pertinent 
data  about  any  given  machining  operation  would  be  obtained.  An  example  of  this  sheet, 
used  to  describe  a  turning  operation,  may  be  viewed  in  Figure  3.1-1. 
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PART  NUMBER:  12007623 


OPERATION:  TuAnOV 

Severity  : 

High 

Med  Low 

MATERIAL:  4130  Steel  CO  Tube 

Hardness : 

Rc  25 

to  Re  30 

EQUIPMENT:  #823861  American  Taclcza 

LOT  QUANT: 

196 

Min.  —  i 

CURRENT  FLUID:  Type:  Mate*.  Name: 

Tntm  Sol 

Mfr. 

Hat  tea  Chemical 

Concentration: 

30  :  1 

MACHINING  DATA: 

configuration:  CulindeA  40.5  Inches  long,  3.6 25  inches 

cHameteA 

Min. 

Rough 

Max.  Finish 

SFM: 

256 

302 

Dl AM. WORKPIECE:  3.625 

RPM: 

27  0 

318 

FEED  RATE: 

0.0173 

0.0173 

DEPTH  OF  CUT  ROUGH: 

0.250 

DEPTH  OF  CUT  FINISH: 

0.01 25 

H.P.:  10 

TOOLING  DATA: 

GEOMETRY:  CotA.lu.de.  Intent  Tntangle  576  TNMG  5435  _ _ _ 

NO.  OF  CUTTING  EDGES:  _  CHIP  BREAKER  ON  TOOL:  YES  _/ _  NO  _ 

MFR;  CaAboloy _ _  NEW  TOOL  COST:  _ 

CURRENT  LIFE:  Min:  5  ped/edge _  Max.  _ _ _ 

TOOL  CHANGE  TIME:  [  _  OPERATOR  COST:  $43.  72 _ 

NEED  SETUP  MAN:  No  /  Yes  _  SETUP  MAN:  $  /Hr. 

HOW  FLUID  IS  APPLIED  TO  PART:  Applied  to  top  oj  paAt  and  tool  thAO  ugh  a 
nozzle,  that  moved  with  cutting  tool.  Adequate  ^lutd.  ^low  coat  o bd cap ed . 


4.7.80 


Figure  3.1-1.  Cutting  Fluid  Test  Data  Sheet  for  Turning 


This  sheet  contains  information  such  as  the  feed,  speeds  and  depth  of  cut 
of  the  machining  operation.  Such  information  aids  in  determining  the  heat  buildup, 
the  type  of  chip  loading,  and  forces  the  cutting  tool  may  be  experiencing.  The 
hardness  of  the  workpiece  was  also  examined.  The  hardness  level  is  important  in 
determining  what  cutting  temperature  the  cutting  tool  may  experience  as  well  as 
helping  to  evaluate  the  cutting  tool  geometry  and  required  surface  speed.  Part 
of  the  form  is  devoted  to  tooling  and  tool  geometry.  This  information  is 
necessary  in  order  to  determine  the  optimal  method  of  cutting  fluid  applications. 
Whenever  practicable,  representative  tooling  samples  were  secured  to  study  the 
wear  characteristics. 

During  the  visits,  76  individual  machining  operations  were  observed.  These 
operations  had  been  performed  on  24  different  parts.  Most  of  the  observations 
were  of  milling,  turning,  grinding  and  drilling  operations.  Data  were  also 
obtained  which  showed  that  these  four  basic  operations  represent  91%  of  total 
monthly  operating  hours.  Table  3.1-1.  The  specific  machining  operations  and  parts 
studied  are  displayed  in  Table  3.1-2.  Over  95%  of  these  parts  are  manufactured 
from  4100  series  steel.  Therefore,  these  results  indicate  that  the  primary 
emphasis  of  the  cutting  fluid  analysis  be  focused  on  the  manufacturing  of  parts 
with  4100  series  materials.  Final  fluid  selections  will  include  considerations 
for  efficient  machining  of  non-ferrous  alloys. 

Such  a  course  of  action  would  maximize  Rock  Island  Arsenal's  rate  of  return 
on  its  cutting  fluid  contract  investment.  This  position  may  be  emphasized  by 
the  following  illustration.  Suppose  that  a  special  cutting  fluid  could  Increase 
tool  life  for  non-ferrous  machining  by  100%.  The  cost  savings  generated  by  this 
new  fluid  would  only  be  a  fractional  percentage  of  the  potential  cost  savings  that 
could  be  realized  by  achievement  of  a  5%  increase  in  life  for  tools  machining 
ferrous  materials  by  using  products  tailored  primarily  for  the  4100  series  alloys. 

The  data  gathered  at  RIA  are  being  used  to  define  the  severity  of  each 
operation  observed.  The  severity  analysis  will  then  be  used  to  develop  the  exact 
parameters  which  will  be  used  to  simulate  the  observed  machining  operations  at 
Machining  Technology's  Laboratory.  The  objective  of  this  analysis  will  be  to 
develop  a  cutting  fluid  and  machining  severity  index  that  will  match  cutting 
fluid  properties  with  machining  characteristics.  This  requires  that  a  quantitative 
index  be  established  which  defines  the  relative  severity  of  machining  operations 
at  the  Arsenal.  The  index  combines  cutting  parameters,  tool  design,  and  material 
properties  such  that  the  various  operations  can  be  ranked.  Development  of  a 
preliminary  index  has  been  accomplished  and  a  discussion  of  the  formulation 
rationale  is  presented  in  section  3.2.  The  first  step  in  developing  the  severity 
analysis  was  to  study  the  tools  collected  at  RIA.  In  the  next  section,  3.1.2, 
Observed  Tool  Wear,  the  methods  of  tool  wear  and  how  they  affect  the  various 
machining  operations  are  discussed. 

3.1.2  Analysis  of  Observed  Tool  Wear 

The  type  and  severity  of  tool  wear  is  a  very  important  factor  to  consider 
in  the  selection  and  application  of  a  cutting  fluid.  A  modification  of  a 
particular  tool's  wear  mode  by  a  cutting  fluid  can  drastically  increase  tool  life. 
This  section  will  explain  the  four  basic  types  of  tool  wear  modes  and  then  analyze 
the  tooling  samples  collected  at  Rock  Island  Arsenal. 
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TABLE  3.1 


TOTAL  MONTHLY  HOURS  OF  THE  BASIC  MACHINING 
OPERATIONS  PERFORMED  AT  ROCK  ISLAND 


Basic  Operation  Hours  Operation  Per  Month  %  of  Total  Hours 

Turning  £  Boring  40,000  31 
Milling  37,000  29 
Grinding  30,^00  23 
Drilling  10,100  8 
Sawing  6,500  5 
Planing  3,000  2 
Broaching  3,000  2 


Total  130,000  100 
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TABLE  3.1-2 


Operation  Type 

SUMMARY  OF 

Part  Number 

DATA  GATHERED  AT  RIA 

Number  of  Different 
Operations  Observed 

Material 

N/C  Turning 

8449036 

30 

4100 

N/C  Turning 

8382446 

1 

4100 

N/C  Turning 

1 0895646 

1 

4100 

Turning 

10891793 

1 

4100 

Turning 

1 0956584 

1 

4100 

Turning 

12007666 

1 

4100 

Turning 

12007623 

1 

4100 

Turning 

8449307 

2 

4100 

N/C  Milling 

8449309 

10 

4100 

Milling 

7133213 

1 

Stainless 

Milling 

7793063 

1 

4100 

Milling 

7791379 

1 

4100 

Milling 

6532032 

1 

4100 

Milling 

10884271 

1 

4100 

Tapping 

8449309 

4 

4100 

Drilling 

8449309 

8 

4100 

Boring 

5507239 

1 

4100 

Boring 

8449307 

2 

4100 

Boring 

6508894 

1 

4100 

Broaching 

7793146 

1 

8169 

Broaching 

10892198 

1 

4100 

Grinding 

10901204 

1 

4100 

Grinding 

6538758 

1 

4100 

Grinding 

6538757 

1 

4100 

Grinding 

12007805 

1 

4100 

Grinding 

12012329 

1 

4100 
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3. 1.2.1  The  Basics  of  Tool  Wear 


The  four  basic  types  of  tool  wear  are  built-up  edge  (BUE),  cratering,  flank  wear 
and  chipping.  These  will  be  explained  by  the  following: 

1.  Built-up  Edge 

This  phenomenon  predominantly  occurs  at  lower  cutting  speeds.  The  locally 
heated  workpiece  material  welds  itself  to  the  tool  cutting  edge.  Such  a  buildup  causes  a 
poor  surface  finish  to  be  generated  on  the  workpiece.  The  tool  essentially  experiences 
little  or  no  wear,  but  cutting  forces  are  high  and  the  part  surface  finish  is  generally 
undesirable.  As  this  material  buildup  continues,  two  events  may  occur;  the  metal 
accumulation  may  come  off  the  tool  and  reattach  itself  to  the  workpiece  with  no  effect 
to  the  cutting  tool  or  pull  off  a  portion  of  the  tool.  A  picture  of  a  cutting  tool  with 
built-up  edge  is  displayed  in  Figure  3.1-2(a). 

2.  Cratering 

Cratering  is  a  natural  tool  wear  action  where  chips  rubbing  across  the  top  of 
the  cutting  tool  behind  the  cutting  edge  on  the  rake  face  cause  a  depression  to  be 
formed.  This  action  is  caused  by  the  degradation  of  the  cobalt  binder  and  loss  of 
carbide  particles  from  the  matrix.  The  surface  recedes  by  a  combination  of  binder 
erosion,  plastic  deformation  due  to  thermo-mechanical  processes  and  oxidizing 
adhesion,  and  other  wear  mechanisms.  An  efficient  cutting  fluid  will  reduce  this  mode 
of  tool  wear  by  providing  a  low  shear  strength  film  which  aids  in  separating  the  tool  and 
chip.  An  example  of  cratering  is  displayed  in  Figure  3.1-3. 

3.  Flank  Wear 


Flank  wear  is  a  common  form  of  cutting  tool  wear.  The  rate  at  which  it 
occurs  greatly  affects  tool  life.  Flank  wear  results  in  high  forces  and  loss  of  size 
control.  As  the  flank  of  a  tool  wears,  there  is  increased  heat  buildup  due  to  friction. 
This  may  also  affect  the  dimensions  of  the  finished  part  the  tool  is  cutting.  Flank  wear 
occurs  on  the  surface  below  and  immediately  adjacent  to  the  cutting  edge  (Figure  3.1- 
2(b)  ).  Flank  wear  can  be  minimized  with  a  copious  flow  of  a  cutting  fluid  designed  for 
the  machining  application.  This  action  will  help  to  carry  off  the  heat  generated  at  the 
tool/workpiece  interface. 

4.  Chipping 

This  process  occurs  by  a  discrete  sequence  of  events  and  represents  a  severe 
case  of  normal  BUE  effects,  the  first  of  which  is  that  a  relatively  strong  weld  develops 
between  the  tool  and  the  workpiece  at  or  near  the  cutting  edge.  Continued  flow  of 
metal  causes  some  additional  buildup  in  this  area,  commonly  referred  to  as  built-up 
edge  (BUE).  Then  this  region  is  torn  away  in  the  chip  stream,  removing  a  portion  of  the 
cutter  in  the  process.  This  sequence  can  occur  in  a  microscopic  scale  or  in  a  larger 
scale  as  aggravated  by  vibration  induced  by  machine/tool/part  rigidity  problems. 


22 


Built-up  Edge 


(a) 


10X 
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Flank  Face 


Figure  3- I "3- 


An  Example  of  Cratering. 


u 


Crater 
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Another  reason  for  chipping  may  be  a  leaching  effect  of  the  cutting  fluid  on  the  cobalt 
binder  of  the  carbide  tool.  This  condition  may  be  improved  with  an  adequate  cutting 
fluid  which  will  provide  a  low  shear  strength  film  that  will  separate  the  tool  from  the 
chip.  Also,  the  fluid  will  carry  away  heat  from  the  cutting  tool.  An  example  of  this  is 
displayed  in  Figure  3.1-4. 

It  is  desirable  to  have  a  balance  of  types  2  and  3  (crater  and  flank)  wear  modes  to 
fully  utilize  the  potential  life  of  a  given  cutting  tool.  For  instance,  excessive  flank 
wear  is  indicative  of  poor  lubrication  properties;  similarly,  excessive  cratering  results 
from  heat  buildup.  A  satisfactory  cutting  fluid  will  provide  a  balance  between  these 
two  wear  modes  so  that  they  occur  simultaneously  at  a  gradual  rate. 

3. 1.2. 2  Analysis  of  the  Observed  Tool  Wear  Modes 

Various  analytical  tools  in  machining  phenomena  were  used  to  analyze  the  data 
brought  back  from  RIA.  The  use  of  SEM  pictures  and  optical  microscopic  techniques 
were  used  to  determine  what  physical  phenomena  caused  the  various  modes  of  tool  wear 
observed.  Along  with  the  analytical  methods  used,  studies  were  conducted  to  establish 
what  effects  the  machining  parameters  and  machine  conditions  observed  at  the  arsenal 
had  contributed  to  the  modes  of  tool  wear  observed.  The  following  parameters  were 
thoroughly  studied  before  any  conclusions  were  established  for  each  basic  machine 
operation  evaluated: 

1.  Speed,  feed,  depth  of  cut  or  chip  load; 

2.  Metal  removal  rates; 

3.  Tool  and  machine  rigidity; 

4.  Hardness  of  workpiece  materials; 

5.  Cutting  fluid  type  and  concentrations  employed; 

6.  Methods  of  cutting  fluid  application;  and 

7.  Types  of  tools  used  and  their  composition. 

After  fully  considering  these  parameters,  the  following  conditions  or 
combinations  of  conditions,  appear  to  be  major  factors  in  machining  productivity  at  the 
Arsenal: 

1.  Selecting  a  non-optimum  cutting  fluid  for  the  observed  feeds  and  speeds; 

2.  Utilization  of  cutting  fluids  which  deviated  significantly  from  the  manufacturer's 
recommended  concentration  levels; 

3.  Supplying  the  cutting  fluid  in  an  insufficient  quantity  at  the  tool/workpiece 
interface  which  reduces  the  effectiveness  of  the  cutting  fluid; 
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Figure  3.1-4.  An  Example  of  Chipping. 
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4.  Operating  the  machining  equipment  at  speeds  and  feeds  which  do  not  take 
full  advantage  of  the  total  capabilities  that  the  tooling  utilized  was  designed 

.  to  achieve;  this  action  may  cause  premature  tool  failure  to  occur; 

5.  Utilizing  non-rigid  tooling  which  can  cause  detrimental  vibrations; 

6.  Using  too  hard  a  grade  of  carbide  for  the  particular  cutting  operation;  and 

7.  Utilizing  a  cutting  fluid  that  may  be  leaching  out  a  small  amount  of  the 
cobalt  binder  on  the  carbide  cutting  tool  causing  it  to  weaken. 

The  applicability  of  these  general  conditions  to  the  various  machining  operations  and 
their  individual  modes  of  tool  wear  will  be  discussed  in  the  following  subsections 
according  to  generic  process  types. 

Turning  and  Boring 

Seventy-five  percent  of  the  observations  for  turning  and  boring  exhibited  either 
extreme  wear  due  to  chipping  or  extreme  wear  due  to  cratering  without  evidence  of 
flank  or  BUE  effects  (see  Table  3.1-3).  This  observation  indicates  that  the  desired 
balanced  wear  between  cratering  and  flank  wear  is  not  being  achieved.  Examples  of  the 
observed  extreme  crater  wear  for  turning  and  boring  may  be  viewed  in  Figure  3.1-5. 
The  scanning  electron  microscope  (SEM)  photomicrographs  indicate  that  excessive 
crater  wear  and  minimal  flank  wear  are  already  evident. 

An  example  of  the  proper  balance  between  tool  flank  wear  and  craterirg  in  a 
turning  operation  was  observed  in  Shop  M's  turning  department  (see  Figure  3.1-6).  Here, 
crater  and  flank  wear  rates  can  be  seen  to  be  approximately  equal  and  both  tool  faces 
exhibited  uniform  recession.  This  shows  that  the  correct  balance  between  surface 
speed,  feed  and  tool  geometry  with  an  adequate  cutting  fluid  application  was  achieved 
in  this  example. 

On-site  observations  indicated  that  the  present  methods  for  physical  fluid 
application  appeared  to  be  adequate.  Sufficient  cutting  speeds  for  carbide  tools,  300- 
600  SF  M,  for  the  most  part  were  achieved  which  essentially  eliminated  the  possibility 
for  the  built-ip  edge  mode  of  wear.  The  exceptions  were  when  older  low-speed 
machines  were  utilized.  In  some  cases,  tool  rigidity  or  using  too  hard  of  a  carbide  grade 
may  have  also  contributed  to  initiate  chipping.  Insufficient  concentration  of  the 
present  cutting  fluid  or  the  utilization  of  an  inadequate  cutting  fluid  has  the  highest 
probability  of  being  the  primary  cause  of  premature  tool  failure  by  the  undesirable 
chipping  mode. 

Milling 

All  of  the  observed  tool  wear  was  in  the  form  of  chipping  (see  Table  3.1-3).  An 
example  of  a  chipped  milling  cutter  may  be  observed  in  Figure  3.1-7.  Notice  how 
minimal  the  other  forms  of  tool  wear  are  in  comparison  to  the  microfracturing  of  the 
cutting  edge.  This  mode  of  tool  failure  can  be  caused  by  using  a  slower  surface  speed 
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TABLE  3.1-3 


Observed  Tool  Wear  Modes 


Operation 

Part  No. 

Wear  Mode 

N/C  Turning, "Facing" 

8449036 

Ch i pp i ng 

N/C  OD  Turning 

8449036 

Cratering 

N/C  Turning 

8449036 

Cratering 

Turning  Ceramic  Tool 

10891793 

Chipping 

Turning  OD 

12007623 

Good 

Bore  ID 

8449307 

Cratering 

Bore  ID 

5507239 

Good 

Bore  ID 

6508898 

Ch i pp  ?  ng 

N/C  Face  Milling,  Dry 

8449309 

Ch i pp i ng 

N/C  Side  Milling 

8449309 

Chipping 

N/C  Side  Milling 

8449309 

Ch ipp i ng 

N/C  Whisper  Cut 

8449309 

Ch ipping 

Milling,  End 

6532032 

Ch ipp i ng 

Face  Milling,  Dry 

7793063 

Ch i pp i ng 

Total 

14 

Chipping  = 

«  9/14  =  64% 

Cratering 

=  3/14  =  22% 

Good 

=  2/14  =  14% 
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Figure  3 •  1 ~ 5 *  Crater  wear  observed  during  N/C  OD  turning  of  Part  No.  8449036. 

Material:  4130  centrifugal  casting;  Hardness:  170  to  248  BHN; 
SFM:  781;  Feed:  0.026  in/rev;  D.O.C.:  0.140  inch;  Fluid: 
Trimsol  30:1;  Tool:  Coromat  TNMM  543  71  015;  Machine:  American 
N/C  lathe,  #28029. 
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Flank  Wear 


Crater  Wear 


Figure  3 • 1 -6 . 


An  example  of  the  desired  balance  between  crater  wear  and 
flank  wear.  Observed  during  turning  of  Part  No.  12007623. 
Material:  4l40  steel  tube;  Hardness:  Rc  25-30;  SFM:  256;  Feed: 
0.0173  in/rev;  D.O.C.:  0.250  inch;  Fluid:  Trimsol  30:1;  Tool: 
Carboloy  516  TNMG  5436;  Machine:  American  Tracer  Lathe  823681. 


30 


Chipping  observed  during  vertical  boring  of  Part  No.  8449307.  Material:  4140  steel 
forging;  Hardness:  Rc  26-32;  SFM:  237;  Feed:  0.015  in/rev;  D.O.C.:  0.125;  Fluid: 
Trimsol  30:1;  Tool:  Sanvic  SNG  633“ 1 025- 82464 ;  Machine:  Bullard  #21560. 


Chipping  observed  during  N/C  milling  of  Part  No.  8449309-  Material:  4 1 40  steel  casting 
Hardness:  NHS;  SFM:  629;  Feed:  8  in/min;  Chip  Load:  0.002;  Fluid  Trimsol  30:1;  Tool: 
Insert  #SPG-422B;  Tape:  MM027A;  Tool:  0914;  Machine:  K&T  N/C  Mill  #2252. 


Figure  3-l-7-  Examples  of  Chipping. 


31 


than  for  which  the  cutting  tool  was  designed.  Another  reason  could  be  a  lack  of  rigidity 
in  the  setup.  The  most  probable  cause  of  chipping  is  insufficient  cooling  or  lack  of 
lubrication  at  the  tool/workpiece  interface.  This  condition  may  be  caused  by  applying 
cutting  fluids  to  the  tool/workpiece  interface  in  insufficient  quantities,  using  an 
inadequate  cutting  fluid  for  the  machining  operation  or  utilizing  a  cutting  fluid  below 
its  recommended  concentration  level.  All  of  the  N/C  milling  equipment  seemed  to 
provide  adequate  cutting  fluid  flow  on  the  tool  and  workpiece.  However,  many  of  the 
older  milling  machines  in  Shop  M  had  minimal  fluid  flow  and,  in  some  cases,  operations 
were  run  dry.  Many  operations  were  observed  having  lower  than  recommended  cutting 
fluid  concentration  levels. 

Broaching 

Broaching  is  largely  utilized  in  rifling  operations  on  gun  tubes.  The  high  pressure 
method  of  cutting  fluid  application  was  regarded  as  excellent.  In  most  cases,  the  job  lot 
sizes  are  such  that  the  broach  bar  does  not  require  resharpening  during  the  part 
production  run.  Broach  bars  on  long  runs  are  removed  for  resharpening  when  surface 
tearing  is  noted  on  the  groove  portion  of  the  rifling.  This  minor  problem  can  be  readily 
corrected  by  introducing  a  sulfur  and  chlorine  bearing  additive  to  the  Topaz  oil  such 
that  the  total  sulfur  and  ch lor ine /bromine  content  is  approximately  3-5%.  Major 
changes  in  these  operations  are  not  anticipated. 

Grinding 

Grinding  operations  observed  at  RIA  were  found  not  to  be  particularly  severe  with 
regard  to  heavy  cuts  on  high  rates  of  stock  removal.  Most  operations  involved 
preparation  of  surfaces  for  chrome  plating,  which  required  fine  finishes  and  accurate 
dimensional  control.  Because  of  the  relatively  mild  grinding  parameters  and  the  low 
strength  of  the  unhardened  4100  series  steels,  wheel  attrition  has  not  been  a  problem 
and  frequent  dressings  to  restore  form  are  not  required.  Loading  of  the  grinding  wheels 
was  observed,  however,  and  improved  fluid  compositions  would  be  effective  in 
increasing  grinder  productivity  by  generation  of  the  desired  finishes  more  rapidly. 

3.1.3  Observations  Made  of  the  Current  Cutting  Fluid  Application  Systems 

Currently,  RIA  is  utilizing  individual  sumps  to  supply  cutting  fluid  at  each 
machine  location.  This  method  has  the  advantage  of  being  able  to  utilize  different 
cutting  fluid  types  or  concentration  levels  which  has  the  potential  to  optimize  the 
cutting  fluid  application  for  an  individual  machine.  A  second  advantage  is  that  a 
cutting  fluid  system  failure  affects  only  one  machine,  unlike  a  central  system  which 
may  result  in  shutdown  of  an  entire  shop. 

The  major  cutting  fluid  used  at  RIA  is  Master  Chemical's  Trimsol,  and  make-up 
fluid  is  provided  at  a  30:1  dilution  ratio.  A  Venturi  type  mixer  is  used  to  dilute  the 
concentrate  directly  from  the  drums  supplied.  Maintenance  of  the  machine  sumps  is  the 
responsibility  of  each  department  foreman.  Most  department  foremen  check  their 
sumps  with  a  refracto meter.  The  main  reason  for  changing  cutting  fluid  in  the  sumps  at 
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the  Arsenal  is  reported  to  be  due  to  development  of  a  "foul  smell."  This  information 
was  acquired  from  personal  observations  and  interviews  with  department  foremen  and 
machine  operators.  Also,  no  one  interviewed  ever  remembered  observing  the  situation 
where  a  fluid  had  been  in  place  so  long  that  the  emulsifiers  had  been  depleted,  causing 
an  emulsion  split. 

In  general,  most  of  the  turning  and  boring  operations  did  not  utilize  the  19:1 
dilution  ratio  that  Master  Chemical  recommends  for  Trimsol.  Also,  the  grinding  sumps 
observed  using  Cincinnati  Milacron's  Cimfree  238  did  not  contain  its  recommended 
dilution  ratio  of  (25— 30):1.  The  ratios  used  on  these  machines  were  below  the  reliable 
detection  limit  of  the  refractomer.  This  dilution  ratio  is  marginally  adequate  to 
prevent  rusting  of  the  workpieces  and  grinding  machines.  Many  of  the  observed  grinding 
machines  had  rust  problems  and  sludge  buildup  in  their  sumps. 

3.2  RIA  Preliminary  Severity  Index 

The  objective  of  this  portion  of  the  program  is  to  establish  a  quantitative 
methodology  of  ranking  metal  removal  operations.  The  ranking  system  is  intended  to 
group  these  operations  relative  to  their  severity  such  that  specific  cutting  fluid 
properties  can  be  established  for  each  of  these  groups.  The  work  accomplished  in  the 
Phase  I  program  effort  has  permitted  establishment  of  a  preliminary  system  for 
assignment  of  severity  indices  to  individual  operations  within  process  classes,  such  as 
turning,  milling,  and  grinding,  and  to  weigh  these  indices  for  interclass  comparisons. 

3.2.1  Basic  Data 


The  data  collection  sheets,  such  as  shown  previously  in  Figure  3.1-1,  that  were 
completed  during  the  28  April  1980  visit  were  consolidated  into  a  summary  form.  These 
data  appear  in  Tables  3.2-1  through  3.2-7  for  each  class  of  machining  operations.  In 
each  case,  the  columns  across  the  top  of  the  data  tabulation  refer  to  key  parameters 
associated  with  the  various  process  classes. 

After  studying  the  process  data  analysis  sheets,  some  machining  operations' 
severity  is  quite  apparent.  For  example,  the  turning  operation  in  Table  3.2-1  for  part 
number  8382446,  which  has  848  SFM,  0.140  inch  depth  of  cut,  0.026  inch/revolution  feed 
rate,  and  a  metal  removal  rate  (MRR)  of  37  cubic  inches  per  minute,  seems  to  be 
severe,  especially  compared  to  part  number  8449036  whose  SFM  =  781,  depth  of  cut  = 
0.020  inch,  feed  rate  =  0.026  inch/revolution  and  MMR  =  4.9. 

This  example  shows  how  readily  two  cases  of  one  type  of  machining  can  be 
compared  to  one  another  or  ranked.  Part  Number  8382446  is  the  most  severe  operation 
and  would  receive  the  highest  severity  ranking  value,  and  part  number  8449036  would 
receive  the  lowest  rank  severity  number.  However,  the  goal  is  not  to  compare 
operations  within  a  particular  basic  machining  operation  but  to  compare  all  the 
machining  operations  within  RIA.  The  overall  goal  will  be  to  use  this  machining 
Comparison  method  and  combine  it  with  a  similar  comparison  method  which  is  being 
developed  concurrently  for  cutting  fluids.  The  end  result  will  be  a  chart  that  will 
permit  matching  a  particular  machining  operation  to  a  cutting  fluid  at  a  specific 
concentration  level. 
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TABLE  3.2-1 


R I A  Manufacturing  Data  Analysis  Sheet  for  Turning 


Part  No. 

Operation 

N/C  Face 

SFM 

Depth  of 
Cut  (in.) 

Feed 

Rate 

Hardness 

OTW 

MRR 

8449036 

422 

0.005 

0.013 

BHN  170-248 

CH 

0.3 

8449036 

N/C  Rough 

781 

0.140 

0.026 

BHN  170-248 

CR 

34.1 

8449036 

Turn  0D 

N/C  Finish 

781 

0.020 

0.026 

BHN  170-248 

CR 

4.9 

10891793 

Turn  0D 

Turn  0D 

413 

0.150 

0.014 

R  25-30 
c 

CH' 

10.4 

10956584 

with  Ceramic 

Turn  OD 

413 

0.150 

0.014 

Rc29-36 

CH 

10.4 

12007666 

with  Ceramic 

Turn  OD 

372 

0. 100 

0.015 

R  33-35 
c 

- 

6.7 

12007623 

Turn  OD 

256 

0.250 

0.017 

R  25-30 
c 

G 

13.1 

8449307 

Turn  OD 

423 

0.060 

0.015 

R  26-32 

CH 

4.6 

8382446 

N/C  Turn  OD 

848 

0.140 

0.026 

R  26-32 
c 

CR 

37-0 

8382446 

N/C  Turn  OD 

761 

0.140 

0.026 

R  26-32 
c 

- 

32.2 

10895646 

N/C  Turn  OD 

411 

0.140 

0.018 

R  20-25 
c 

- 

12.4 

Key:  SFM  =  Workpiece  velocity,  surface  feet  per  minute. 

Depth  of  Cut  =  Tool  engagement  normal  to  feed  direction,  inches. 
Feed  Rate  =  Tool  advancement  rate,  inches  per  revolution. 

OTW  =  Observed  tool  wear  mode. 

MRR  =  Metal  removal  rate,  cubic  inches  per  minute. 

NHS  =  No  hardness  specified. 

CH  ■  Chipping 

CR  =  Cratering 

G  =  Balance  between  cratering  and  tool  flank  wear. 
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TABLE  3-2-2 


Part  No. 

5507239 

8449307 

8449307 

8449307 

6508898 

Key:  See 


I 

I 


R1A  Manufacturing  Process  Data  Analysis  Sheet  for  Boring 


Depth  of 


Operation 

SFM 

Cut 

Bore  ID 

197 

0.125 

Bore  ID 

237 

0.125 

Bore  ID 

294 

0.128 

Bore  ID 

316 

0.060 

Bore  ID 

221 

0.187 

Feed 

Rate 

Hardness 

0TW 

MRR 

0.013 

NHS 

G 

3.8 

0.015 

R  26-32 
c 

- 

5.3 

0.015 

R  26-32 
c 

— 

6.6 

0.015 

R  26-32 
c 

- 

3.4 

0.012 

BHN  242-248 

CH 

6.0 

Table  3-2-1. 
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TABLE  3.2-3 


R I A  Manufacturing  Process  Data  Analysis  Sheet  for  Milling 

? 


Part  No. 

Operat i on 

SFM 

Feed 

Tooth 

MRR 

Feed 

Rate 

Hardness 

OTW 

8449309 

Dry  Face 

N/C  Milling 

314 

0.002 

60.3 

4-8 

NHS 

CH 

10884271 

Dry 

Face  Milling 

702 

0.003 

315.9 

12.5 

Rc25-30 

8447309 

Slot  Milling 
N/C 

314 

0.005 

0.008 

150 

3-5 

NHS 

8447309 

Side  Milling 
N/C 

398 

o  o 

o  o 
o  o 

267 

5-8 

NHS 

CH 

8447309 

Side  Milling 
N/C 

314 

0.0035 

0.0026 

53 

3-4 

NHS 

CH 

8447309 

Whisper  Cut 
Face  Milling 
N/C 

629 

0.002 

121 

8 

NHS 

CH 

8447309 

N/C 

End  Mill 

60 

0.0015 

2 

1.5 

NHS 

8447309 

N/C 

End  Mil  1 

334 

0.001 

40 

2.0 

NHS 

7133213 

End  Mill 

62.4 

0.008 

12 

2 

NHS 

6532032 

End  Mill 

32 

0.004 

3 

2 

NHS 

CH 

8449309 

End  Mill  N/C 

63 

0.0016 

4 

3 

NHS 

8449309 

Bore  N/C 

End  Mill 

57 

0.003 

6 

3 

NHS 

8449309 

Bore  N/C 

End  Mill 

64 

0.001 

5 

6 

NHS 

7793063 

Face  Mill 

Dry 

650 

0.002 

119 

7.625 

Rc31-38 

CH 

7791379 

Peripheral 
Mill  Con¬ 
ventional 

47 

0.005 

0.0047 

7 

2.625 

2. 125 

R  42-46 
c 

Key:  SFH  =  Tool  velocity,  surface  feet  per  minute. 

Feed  per  Tooth  =  Amount  of  material  each  tooth  removes  in  inches. 
Feed  Rate  =  Tool  advancement  rate,  inches  per  minute. 

OTW  =  Observed  tool  wear  mode. 

MRR  =  Metal  removal  rate,  cubic  inches  per  minute. 

NHS  =  No  hardness  specified. 

CH  =  Chipping 

CR  =  Cratering 

G  =  Balance  between  cratering  and  tool  flank  wear. 
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TABLE  3.2-4 


R I A  Manufacturing  Process  Data  Analysis  Sheet  for  Drilling 


Depth 


Part  No. 

Operat i on 

SFM 

of  Hole 

Feed  Rate 

Hardness 

L/D 

8447309 

Spot  Drill 

157 

0.525 

0.0025 

NHS 

DNA 

8447309 

Drill 

59 

0.863 

0.0075 

NHS 

1.3 

8447309 

Drill 

59 

1.5 

0.0075 

NHS 

2.7 

8447309 

Drill 

52 

0.50 

0.0067 

NHS 

1.1 

8447309 

Drill 

51 

0.5 

0.004 

NHS 

2 .6 

8447309 

Drill 

55 

0.63 

0.0096 

NHS 

0.8 

8447309 

Drill 

41 

1.0 

0.003 

NHS 

6.4 

8449309 

Core  Drill 

70 

3.5 

0.01 

NHS 

DNA 

Key:  SFM  = 

Feed 

Tool  veloci 
Rate  =  Tool 

ty,  surface 
advancement 

feet  per 
rate  In 

minute. 

inches  per  revolution. 

L/D  =  Length  of  hole/diameter  of  hole. 
DNA  =  Does  not  apply. 
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TABLE  3.2-5 


RIA  Manufacturi 

ng  Process  Data 

Analysis  Sheet 

for  Tapping 

Part  No. 

Operation 

Hole 

lY.Pe 

SFM 

Depth  of 

Hole 

Feed  Rate 

Hardness 

8449309 

1/2-20  UNF 

Tap 

B 

26.2 

1 .00 

10 

NHS 

8449309 

1/4-20-UNC-2B 

Tap 

B 

13.0 

0.5 

10 

NHS 

8449309 

1-8  UNC-2B 

Tap 

B 

21.0 

2.62 

10 

NHS 

8449309 

10-32  UNF-2B 
Tap 

T 

16.0 

1.0 

10 

NHS 

Key:  SFM  Too]  velocity,  surface  feet  per  minute. 

Feed  Rate  =  Tool  advancement  rate,  inches  per  minute. 
Hole  Type  =  B  =  Blind  Hole,  T  =  through  hole. 

NHS  =  No  hardness  specified. 


38 


TABLE  3.2-6 


RIA  Manufacturing 

Process 

Data  Analysis  Sheet 

for  i 

Grinding 

Work 

Part  No. 

Operation 

Material 

SFM 

1 nfeed 

Speed 

Crossfeed 

Hardness 

10901204 

0D  Cyl indrical 

4140 

4200 

0.001 

50 

1  in/rev 

BHN  212/248 

Grind 

(new  wheel ) 

0.0005 

6538758  or 

Surface  Grind 

41 40 

6021 

0.001 

35 

0.200/pass 

NHS 

6538757 

(new  wheel ) 

0.0005 

35 

0.200/pass 

NHS 

12007805 

Surface  Grind 

4 1 40 

6021 

0.0005 

60 

0. 1 30/pass 

R  30/35 

(new  wheel ) 

0.00025 

60 

0. 1 30/pass 

R^30/35 

12012329 

Cylindrical 

Al-Br 

6283 

0.001 

25 

1.6  i n/rev 

NHS 

Grinder 

(new  wheel ) 

0.0002 

25 

Note:  All  crossfeeds  are  continuous  and  not  incremental  or  consistent. 


Key:  SFM  =  Wheel  velocity,  surface  feet  per  minute. 

Infeed  =  Amount  the  grinding  wheel  moves  radially  per  pass,  inches. 

Work  Speed  =  The  rate  the  workpiece  moves  past  the  grinding  wheel,  ft/min. 
Crossfeed  =  Amount  the  grinding  wheel  moves  axially  per  pass,  inches. 

NHS  =  No  hardness  specified. 
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TABLE  3.2-7 


RIA  Manufacturing  Process  Data  Analysis  Sheet  for  Broaching 


Part  No. 

Operation 

Material 

SFM 

Length 
of  Cut 

Feed 

Rate 

Hardness 

OTW 

7793146 

Broaching 

8169 

10 

2.5 

0.0005 

33-36  R 

c 

G 

Key :  OTW  = 
SFM  = 

Observed  tool  wear  mode. 

Tool  velocity,  surface  feet 

per 

mi  nute. 

Feedrate  =  Tool  advancement  rate,  inches  per  minute. 
G  =  Good 
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3.2.2  Severity  Index  Considerations 


In  order  to  achieve  this  goal,  an  overall  severity  index  must  be  developed  for  RIA 
that  will  accomplish  the  following:  define  severity,  be  uncomplicated  to  calculate,  and 
accurately  describe  RIA  requirements. 

Severity  of  a  machining  operation  is  usually  considered  to  be  a  function  of  the 
level  of  difficulty  associated  with  one  or  a  combination  of  the  parameters  which 
describe  it.  For  example,  a  turning  operation's  basic  parameters  are  the  speed,  feed  and 
depth  of  cut.  In  all  the  parameters,  the  higher  the  value  the  more  difficult  the 
operation.  Also,  each  parameter  must  be  compared  to  one  another.  In  the  case  of 
turning,  increasing  the  speed  produces  a  more  severe  operation  than  increasing  the  feed; 
and  increasing  the  feed  produces  a  more  severe  operation  than  does  increasing  the  depth 
of  cut.  These  are  the  types  of  considerations  taken  in  the  development  of  the  overall 
severity  index. 

The  purpose  of  the  preliminary  severity  analysis  is  twofold,  first  to  establish  the 
relative  severity  within  a  basic  machining  operation;  secondly,  to  develop  an  overall 
severity  index  that  will  be  used  to  compare  all  of  the  basic  machining  operations 
performed  throughout  Rock  Island  Arsenal.  The  development  of  the  overall  severity 
index,  the  index  that  can  be  related  to  all  the  basic  machine  operations,  requires 
performing  three  separate  tasks.  These  tasks  are  ranking  the  severity  levels  of  the 
process  parameters,  developing  a  consistent  scaling  technique  within  these  ranks,  and 
extending  the  ranking  to  permit  comparisons  between  different  processes.  The 
rationale  followed  for  each  of  these  tasks  are  described  individually  as  follows: 

!•  Rank  the  Severity  of  the  Critical  Machining  Process  Variables 

Each  machining  operation  has  process  variables  such  as  speed,  feed,  depth  of 
cut,  etc.  These  components  are  ranked  on  an  interval  scale  from  one  to  three,  three 
being  the  most  severe  and  one  being  the  least.  For  example,  below  is  how  boring 
cutting  speeds  were  ranked. 

Rank  SFM 

3  250  and  above 

2  100-249 

1  0-99 

All  of  the  different  observations  of  the  basic  machining  operations  being  studied  can 
then  be  ranked  in  this  manner. 

2.  Develop  a  Scaling  Technique  to  Define  the  Most  Severe  Operations 

of  the  Basic  Machining  Operation  Being  Evaluated 

Establishing  a  quantitative  ranking  taking  into  account  all  the  process 
variables  whose  rank  was  established  in  task  one  requires  the  development  of  a  special 
technique.  First,  this  technique  involves  assigning  a  coefficient  of  relative  importance 
or  weighting  factors  to  each  of  the  process  variables  rankings  defined  in  Task  1. 


41 


Second,  the  summation  of  the  products  of  the  weighting  factors  times  their  related  rank 
then  provides  a  number  representing  the  relative  severity  of  the  machine  operation  or 
observation  in  question.  This  logic  is  then  applied  to  all  of  the  observations  of  the  basic 
machining  operations  being  evaluated.  The  result  is  a  representative  ranking  of  the 
observations  of  the  machining  operations  being  studied.  This  ranking  has  been  defined 
as  the  basic  operation  severity  rank.  The  weighting  factors  must  be  chosen  in  a  manner 
which  will  develop  a  representative  spread  of  the  severity  of  the  operation.  For 
example,  the  operation  severity  rank  will  be  calculated  for  boring.  First  the  ranking  of 
,  each  of  the  basic  machining  parameters  for  all  the  different  parts  observed  as  in  Task  1 
must  be  accomplished.  This  is  displayed  in  Table  3.2-8.  Next,  weighting  factors  must 
be  developed  to  take  into  account  the  relationship  between  SFM,  feed  rate,  depth  of  cut, 
hardness  and  metal  removal  rate  (MRR).  Past  experience  has  shown  that  increasing  the 
SFM  creates  a  more  severe  operation  than  an  increase  in  feedrate.  An  increase  in 
feedrate  produces  a  more  difficult  operation  than  an  increase  in  depth  of  cut.  Material 
hardness  also  has  a  major  influence  on  machinability.  Three  ranges  of  hardness  can  be 
established  to  rank  material  machinability.  Workpieces  below  R  28  are  readily 
machined  although  the  chips  tend  to  be  stringy  and  difficult  to  brekk.  The  range 
between  R  28  and  Rc36  represents  moderately  difficult  to  machine  steels.  Alloys  heat 
treated  to  hardnesses  above  Rc36  rapidly  are  more  difficult  to  machine. 

All  of  these  considerations  were  taken  into  account  in  the  development  of  the 
weighting  factors  displayed  in  Table  3.2-9  for  the  boring  operation.  Lastly,  the 
summation  of  the  products  of  the  weighting  factors  with  their  associated  rank  number  is 
calculated  to  form  the  basic  operation  severity  rank.  This  operation  is  displayed  below 
in  detail  for  part  number  5507239. 


^RSpeed  ^WFSpeed  ~  +  (RDoc  "  2^  ^WRDoc  "  ^ 


^Hardness  =  0)  ^WFHardness  100^ 


+  (MRR  =  3.8)  (WF 


jyjRR  -  17)  =  76.6  =  Basic  Operation  Severity  Rank 


Key:  R  =  Rank 


WF  =  Weighting  Factor 
Doc  =  Depth  of  Cut 


These  calculations  are  continued  for  all  the  boring  operation  in  Table  3.2-10. 
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TABLE  3.2-8 


The  Ranking  of  the  Boring  Machining  Parameters 


Depth  of 

Feed  Rate 

0 

SFH 

Cut(in. ) 

(l n/Rev) 

Hardness 

MRR 

T 

W 

Operation 

Part  No 

197  SFM 

0.125 

0.013 

NHS 

Bore  1 D 

5507239 

Rank=2 

Rank=2 

Rank=2 

Rank=0 

3.8 

G 

237  SFH 

0.  125 

0.015 

R  26-32 

Bore  ID 

8449307 

Rank=2 

Rank=2 

Rank=3 

R§nk=0 

5.3 

- 

294  SFM 

0. 125 

0.015 

R  26-32 

Bore  ID 

8449307 

Rank=3 

Rank=2 

Rank=3 

Rank=0 

6.6 

- 

316  SFH 

0.060 

0.015 

R  26-32 

Bore  ID 

8449307 

Rank=3 

Rank-1 

Rank-3 

Rank-0 

3.4 

- 

221  SFM 

0. 187 

0.012 

BHN  242 

Bore  ID 

6508898 

248 

Rank=2 

Rank=3 

Rank-2 

Rank=0 

6.0 

CH 

Key:  See  Table  3.2-1 
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TABLE  3.2-9 


Weighting  Factors  for  Boring 


Machining  Parameter 


Weighting  Factor 


SFM 


3 


Depth  of  Cut 


1 


Feed  Rate 


2 


Hardness 


100 


MRR 


17 
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TABLE  3.2-10 


Sample  Calculations  for  the  Development  of  the  Basic 

Operation  Severity  Index  for  Boring 


Part  No. 

Weighting  Factors  Times  Their  Related  Ranks 

Bas  i  c 
Operation 
Severity  Rank 

5507239 

Depth  (Feed 

(SFM)  of  Cut  Rate)  (Hardness)  (MRR) 

[ (R=2)x3]  +  [ (R=2)xl J  +  [ (R=2)x2]  +  [(R=0)xl00]  +  (3.8x17) 

=  76.6 

8449307 

[ (R=2) x3]  + [ (R=2)xl ]  +  [ (R=3)x2]  +  [ (R=0)xl00]  +  (5-3x17) 

-T 

O 

11 

8449307 

I (R=3) x3]  +  [ (R=2)xl ]  +  [ (R=3)x2]  +  [ (R=0)xl00]  +  (6.6x17) 

=  129.2 

8449307 

[(R=3)x3]  +  [ (R=l )xl ]  +  [(R=3)x2]  +  [(R=0)xl00]  +  (3.4x17) 

=  73.8 

6508898 

I(R=2)x3]  +  [ (R=3) xl ]  +  [ (R=2)x2]  +  [ (R=0)xl00]  +  (6.0x17) 

=  115.0 

From  the  above  presentation  it  can  be  noted  that  the  operation  with  the  129.2 
severity  rank  is  the  most  severe  operation  and  the  operation  with  the  73.8 
severity  rank  the  least. 
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3.  Extrapolate  the  Basic  Operation  Severity  Rank  to  an  Overall  Severity  Index 


The  final  step  is  to  establish  an  index  that  will  be  used  to  compare  the  currently 
studied  basic  machining  operations  to  all  the  machining  operations  within  Rock  Island 
Arsenal.  Again,  a  one  to  three  interval  scale  has  been  utilized.  The  highest  value  of 
the  basic  operation  severity  rank  is  given  an  overall  severity  index  rank  of  three.  The 
lowest  is  given  an  overall  severity  index  of  one.  The  previously  discussed  case  of  the 
boring  was  handled  in  a  similar  manner.  All  the  values  above  100  were  given  an  overall 
severity  ranking  of  three.  All  the  values  above  50  were  given  a  two.  Note,  in  this  case, 
none  of  the  values  qualify  for  an  overall  severity  rank  of  one. 

3.2.3  Turning  and  Boring 

The  turning  and  boring  operations  may  be  divided  into  two  basic  groups;  N/C 
(numerical  control)  and  conventional.  N/C  turning  contained  the  most  severe 
operations.  This  was  due  to  the  high  surface  feed  at  which  the  equipment  was  operated, 
typically,  700  to  800  SFM.  Also,  the  N/C  equipment  had  larger  motors  and  heavier 
frames  that  allowed  for  an  increased  depth  of  cut. 

In  general,  most  of  the  operations  observed  were  run  above  Machinability  Data 
Handbook  standards.  This  was  due  to  the  excellent  knowledge  of  the  area  foremen  and 
the  individual  machine  operators  of  how  to  fully  utilize  carbide  cutting  tools  and  to 
properly  apply  cutting  fluids.  The  material  hardness  was  characteristically  below  the 
Rc30  range.  Most  of  the  depths  of  cuts  ranged  from  0.100-0.250  inch.  Typically,  the 
feed  rates  ranged  from  0.013  inch/revolution  to  0.026  inch/revolution. 

Each  turning  and  boring  operation  was  ranked  for  its  severity  in  cutting  speed, 
depth  of  cut,  feed  rate  and  hardness  through  the  use  of  a  one  to  three  interval  scale, 
three  being  the  most  severe  and  one  being  the  least  severe.  Also,  each  turning  and 
boring  operation's  metal  removal  rate  was  calculated  and  the  mode  of  the  observed  tool 
wear  was  specified.  The  overall  severity  ranking  was  attributed  to  the  combination  of 
all  these  factors. 

Establishment  of  a  quantitative  severity  index  required  combining  these  five 
factors  (tool  wear  mode  was  not  used)  in  a  logical  manner.  A  weighting  technique  was 
developed  which  involved  assigning  a  coefficient  of  relative  importance  to  each  of  the 
five  factors.  Summation  of  the  five  products  then  provides  a  number  representing  the 
relative  severity  of  the  various  RIA  turning  and  boring  operations.  This  number  (the 
basic  operation  severity  rank)  was  then  converted  back  to  a  one  to  three  interval  scale 
which  will  be  used  to  compare  turning  and  boring  to  all  the  other  machining  operations. 
This  last  interval  scale  is  called  the  overall  severity  index.  The  procedure  is  illustrated 
in  Table  3.2-11  for  turning  and  Table  3.2-12  for  boring. 

3.2.4  Drilling  and  Tapping 

It  was  apparent  from  the  analysis  sheets  that  all  drilling  and  tapping  operations 
were  conducted  at  common  parameters.  Most  of  the  holes  had  aspect  ratios  in  the  2-3 
range  with  one  exception.  All  tapping  was  performed  at  the  same  rates;  hence,  it  was 
not  necessary  to  develop  individual  indices,  but  a  single  value  can  be  developed  to 
describe  the  operations  as  they  are  currently  performed. 
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Summary  Table  for  Turning  Severity  Index  Determination 
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TABLE  3.2-11  (continued) 
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Summary  Table  for  Boring  Severity  Index  Determination 
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Key:  See  Table  3.2- 


The  data  observed  for  those  operations  are  presented  in  Table  3.2-4  for  drilling 
and  Table  3.2-5  for  tapping.  A  tentative  severity  index  was  established  by  considering 
the  surface  speed,  chip  load,  and  aspect  ratio.  The  index  has  been  weighted  such  that  a 
rank  of  two  represents  a  high  medium  severity  index  and  has  been  assigned  a  rank  of 
two  to  be  consistent  with  turning  operations.  Laboratory  tests  will  be  required  later  in 
this  program  to  refine  these  data  into  an  overall  quantitative  system  for  rating 
machining  operations  on  a  relative  basis. 

Tapping  operations  involve  internal  thread  generation  in  which  the  depth  of  cut  is 
directly  proportional  to  the  hole  diameter  for  basically  all  threads.  The  tap  speed,  hole 
depth  and  whether  through  or  blind  holes  are  produced  are  the  critical  factors  for 
incorporating  into  a  severity  index.  An  overall  severity  index  of  two  was  established  for 
all  the  tapping  operations  observed. 

3.2.5  Milling  Operations 

Milling  operations  at  RIA  can  be  placed  in  three  basic  categories:  face,  end,  and 
peripheral  milling.  These  operations  are  performed  cm  either  N/C  ex*  conventional 
machine  tools.  The  N/C  equipment  was  operated  at  speed  ranges  of  400-700  SFM, 
somewhat  higher  than  the  100-350  SFM  range  of  the  conventional  machines.  Many  of 
the  face  milling  operations  were  performed  without  the  use  of  a  cutting  fluid. 

The  milling  operations  were  organized  into  three  categories  in  order  to  define 
their  severity  index  more  accurately.  These  categories  are  face  milling,  end  milling  and 
conventional  peripheral  milling.  Each  of  these  utilize  different  tool  geometries  and 
have  different  parameter  ranges  which  are  presented  in  Tables  3.2-13  to  3.2-15. 

The  feed  per  tooth  and  the  feed  rates  varied  depending  on  the  operation.  The 
hardness,  except  for  two  cases,  of  all  the  operations  observed,  was  less  than  R  30  which 
is  easy  to  machine.  The  exceptions  were  given  special  considerations  when  their 
severity  index  was  developed. 

Each  of  the  three  categories  of  milling  was  separately  ranked  for  its  severity  in 
speed,  feed  per  tooth,  feed  rate  and  hardness  through  the  use  of  a  one  to  three  interval 
scale,  three  being  the  most  severe  and  one  being  the  least  severe.  Also,  each  milling 
operation's  metal  removal  rate  was  calculated  and  the  mode  of  the  observed  tool  wear 
was  specified.  The  overall  severity  ranking  was  attributed  to  the  combination  of  all  of 
these  factors. 

Establishment  of  a  quantitative  severity  index  required  combining  these  five 
factors  (tool  wear  mode  was  not  used)  in  a  logical  manner.  A  weighting  technique  was 
developed  which  involved  assigning  a  coefficient  of  relative  importance  to  each  of  the 
five  factors.  Summation  of  the  five  products  then  provides  a  number  representing  the 
relative  severity  of  the  various  RIA  milling  operations.  This  number  was  then  converted 
back  to  a  one  to  three  interval  scale,  three  being  the  most  severe  and  one  the  least. 
This  procedure  is  illustrated  in  Tables  3.2-13  through  3.2-15. 
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Summary  Table  for  End  Milling  Severity  Index  Determination 
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Key:  See  Table  3.2-13 


TABLE  3.2-15 

Summary  Table  for  Conventional  Peripheral  Milling  Severity  Index  Determination 
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3.2.6  Grinding  Operations 


Grinding  requirements  for  Rock  Island  Arsenal  are  somewhat  different  from  most 
com moniy  encountered  grinding  operations.  Grinding  is  typically  used  to  machine  hard 

°+-r  1  JCUri-u  *°  .maclllne  P^ts  where  other  types  of  machining  processes  cannot  be 
utilized.  The  unique  feature  at  Rock  Island  is  that  the  bulk  of  the  material  being  ground 
is  unhardened  4100  series  steels.  The  surfaces  being  ground  are  most  commonly  wear 
surfaces  which  must  be  ground  to  specific  surface  finishes  to  provide  for  adequate  film 
lubrication  during  service,  or  to  provide  a  sufficiently  qualified  surface  for  subsequent 
chrome  plating.  The  chrome  plating  is  used  to  provide  superior  wear  resistance  during 
service.  Several  production  grinding  operations  were  examined.  These  operations  were 
done  either  on  cylindrical  or  surface  grinders  and  are  presented  in  Table  3.2-6. 


e  major  observation  is  that  all  current  grinding  operations  may  be  grouped  into 
a  single  severity  index  category.  However,  since  the  grinding  speeds  are  an  order  of 
magnitude  higher  than  milling  and  the  effective  tool  geometries  involve  highly  negative 
rake  angles,  a  special  severity  index  will  have  to  be  established  to  adequately  treat  the 
grinding  process  requirements.  Tests  are  currently  in  progress  to  establish  these 
requirements  and  will  be  incorporated  in  the  Phase  II  program  effort. 

Observations  regarding  grinding  equipment  at  Rock  Island  Arsenal  were  made  and 
may  be  summarized  by  the  following: 


Spindle  speeds  are  governed  by  constant  speed  AC  motors.  Thus  the  actual 
surface  speeds  of  the  wheels  decrease  as  the  wheel  radius  decreases  during 

USG  • 


2*  are’  in  general,  0.001  inch  for  roughing  operations  and  0.005  inch  for 

finishing  operations.  These  values  can  be  attributed  to  limitations  imposed 
by  the  flexibility  of  the  parts  being  ground.  Any  larger  infeed  values  would 
cause  excessive  part  deflection  creating  tolerance  problems. 

3‘  cylindrical  the  cross  feeds  are  larger  than  those  normally  found  in 

the  Machinability  Data  Handbook.  This  would  tend  to  load  the  part  being 
ground  in  the  axial  direction,  the  direction  in  which  the  part  is  most  rigid. 

The  metal  removal  rates  can  then  be  increased  without  sacrificing1 
tolerance.  6 

1.  For  the  surface  grinding  operations  observed,  the  wheels  were  six  inches  in 
width.  A  large  cross  feed  could  be  used  while  producing  a  good  finish  with 
these  wide  wheels. 

>.  Specific  levels  of  cross  feed  were  found  to  be  subject  to  considerable 
venation.  Machine  operators  were  free  to  select  parameters  on  an 
individual  basis  to  meet  surface  finish  and  size  requirements. 

>.  Dressing  was  infrequently  done  as  compared  to  most  operations  involving 
intricate  forms  or  difficult-to-grind  high  temperature  alloys.  In  most  cases, 

dressing  was  done  once  every  hour  and  was  primarily  required  to  remove 
wheel  loading. 
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Relative  to  the  previous  observation,  Cimfree  238  used  at  concentrations  of 
approximately  100:1  is  inadequate  to  prevent  wheel  load,  but  prior  attempts 
to  use  this  product  at  richer  concentrations  has  resulted  in  reports  of 
operator  problems.  The  lean  concentration  is  also  somewhat  inadequate  to 
prevent  rusting  of  machines,  fixtures,  and  occasionally  workpieces. 


3.2.7  Broaching  Operations 

Broaching  is  typically  a  low  speed  cutting  operation  used  for  the  generation  of 
various  two  dimensional  forms.  Because  of  the  low  speeds  involved,  the  most  commonly 
experienced  type  of  tool  wear  is  of  the  built-up-edge  type.  A  cutting  fluid  for  these 
operations  should  have  excellent  lubricating  properties  with  adequate  E.P.  additives. 

There  was  only  me  broaching  operation  in  production  during  visits  to  the  Arsenal. 
This  operation  consisted  of  producing  the  rifling  internally  in  50  caliber  machine  gun 
barrels.  The  fluid  was  applied  at  300  psi  through  a  collet  where  the  broach  entered  the 
part.  Poly-Form  Oil's  Topaz  7/100  oil  was  used  for  the  operation  and  seemed  to 
perform  adequately.  Parts  were  inspected  100%  for  tearing  in  the  as-cut  surface.  As 
soon  as  tearing  was  evident,  the  broach  tool  was  sent  to  the  tool  room  for  resharpening. 

No  severity  index  was  developed  for  broaching  at  this  time.  All  of  the  broaching 
observed  was  for  the  50  caliber  machine  gun  barrels,  part  number  7793146.  The 
following  data  are  typical  for  this  operation: 


SFM: 

Length  of  Cut: 
Rise/Tooth: 

Total  Depth  of  Cut: 


10  ft/min 
2.5  ft 

0.0005  inch 
0.010  inch  lands 
0.050  inch  grooves 


Later  in  the  program,  an  index  will  be  established  which  characterizes  the  special 
requirements  for  broaching.  The  most  likely  results  will  be  that  a  fortified  oil  will  be 
required  to  maintain  part  surface  integrity  for  a  longer  period  of  tool  life  and  to 
minimize  present  wear  rates  on  the  broach  tools. 

3.2.8  Future  Uses  of  the  Severity  Index 

By  following  the  procedures  described  in  the  preceding  subsections,  a  severity 
index  could  be  calculated  for  any  new  machining  operation  that  the  Arsenal  may  be 
required  to  perform.  This  index  may  be  used  as  a  planning  or  cost  estimating  tool.  Fill 
in  the  blank  type  severity  index  forms  are  provided  in  Appendix  A.  A  sample  form  for 
boring  is  displayed  in  Figure  3.2-1.  For  example,  a  new  part  has  to  be  bored  having  the 
following  machining  parameters:  Part  Number:  7771777,  SFM:  255  D.O.C.  =  .125 
Feed:  .015,  Hardness  =  32  Rc.  First,  the  initial  data  is  filled  in  on  the  form  (see  Figure5 
3.2-2;.  Second,  the  metal  removal  rate  is  calculated  (12"/ft  x  255  SFM)  (.125") 
(.015"/rev)  =  5.74. 
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Boring  Severity  Index  Determination  Table 
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Figure  3.2-1  Sample  Severity  Index  Determination  Sheet. 
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Next,  the  basic  operation  severity  rank  must  be  calculated.  In 
order  to  accomplish  this  each  machining  parameter  must  be  ranked.  The 
ranking  value  is  determined  by  comparing  the  parameter  value  to  the  chart 
at  the  bottom  of  the  parameter’s  column.  In  the  case  of  SFM,  the  rank 
for  255  SFM  would  be  3  (see  Figure  3.2-2).  Once  the  ranks  are  calculated, 
the  summation  of  the  products  of  the  weighting  factor  with  their  associated 
rank  number  is  calculated  to  form  the  basic  operation  severity  rank.  This 
operation  is  displayed  below  In  detail  for  this  example: 


<RSpeed  '  3>  '^Speed 
+  0Wd  ‘  3)(WFreed  * 


+  (MRR  =  5.7)  (WF. 


MRR 


‘  3)  +  (Vc  *  2>  <WIDoe  "  “ 

2>  +  '’Wdnsss  ’  0)  ^Hardness  *  100) 

17)  =  113.9  -  Basic  Operation  Severity  Rank 


Key:  R  =  Rank 

WF  =  Weighting  Factor 
Doc  =  Depth  of  Cut 


The  final  step  is  to  calculate  the  overall  severity  index.  At  the  bottom 
of  the  column  of  the  basic  operation  severity  rank  is  the  table  of  values 
used  to  determine  this  value.  For  our  example  the  overall  severity  rank 
should  be  3.  A  considerable  amount  of  discussion  preceded  selection  of 
three  basic  severity  index  ranges.  It  was  felt  that  a  larger  number  of 
range  intervals  would  defeat  the  basic  purpose  of  this  program,  to  simplify 
fluid  selection  procedures, 

3 . 3  Cutting  Fluid  Manufacturer  Survey  and  Test  Fluid  Selection  Criteria 

In  general,  experience  has  shown  most  manufacturing  facilities  have 
not  given  cutting  fluids  the  priority  they  should  receive.  This  portion 
of  the  report  will  provide  some  background  on  cutting  fluids  and  emphasize 
their  importance  in  the  manufacturing  process.  It  will  look  at  the  different 
types  of  fluids  available,  their  basic  composition,  and  discuss  criteria 
for  testing.  The  purpose  of  this  section  is  to  describe  the  types  of  cutting 
fluids  available,  the  benefits  of  each  type,  and  criteria  for  cutting  fluid 
selection. 

3*3.1  Cutting  Fluid  Manufacturer  Survey 

The  total  of  19  cutting  fluid  manufacturers  and  65  cutting  fluids  has 
been  included  in  the  program  evaluation.  These  manufacturers  and  associated 
cutting  fluids  are  first  displayed  in  Table  3.3-1.  This  table  has  the 
fluids  divided  into  general  categories  often  associated  with  cutting  fluids: 
heavy  duty ,  medium  duty  and  light  duty .  These  general  categories  were 
developed  from  information  supplied  by  manufacturers.  However,  this  table 
subdivides  these  general  categories  into  the  specific  types  of  cutting  fluids 
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TABLE  3.3‘1 


Candidate  Cutting  Fluids  Categorized  by  Type  and  Manufacturer 1 s  Listed  Application 


Neat  Oil 


Water  Soluble 


Semi -Synthet i c 


H 

E 

A 

Y 

Y 

D 

U 

T 

Y 


Do-All  Co. 

No.  2*40 

Econ.  Lab  Magnus  Div. 
CB-66 

Gulf  Oil 
Gulfcut  21 D 

Mobil  Oil 

Mobi Imet  Gamma 


Po I y-Form  Oils 
Topaz  7/100 

Sun  Petroleum  Prod. 
Sunicut  352 

Va I vo 1 i ne  Oil 
1023 
1  *455S 

Van  Straaten 
5299  Series 


Cincinnati  Milacron 
Cimperial  1011 

Do-Al 1 

Power-Cut  390  EHD 

Econ.  Lab  Magnus  Div. 
EP  Coolant 

Gulf  Oi 1 

Gulfcut  Heavy  Duty 

International  Refining 

1 rmco  335 

Master  Chemical 
Trim  RD2-83A 
Trim  Sol 

Norton 

Wheelmate  81 1 

Stuar t 
S0LV0L  6633 
DASC0  1149 
C0D0L  07*48 

Va 1 vol ine  Oil 
ADS0LI  ADS0L3 


Fremont 

7036 

Norton  Co. 

Wheelmate  674 


Synthet i c 

Cincinnati  Milacron 
Clmfree  238 

Econ.  Lab  Magnus  Div. 
MX5080 
SYN  LOGO  HD 

Fremont 

7012 

Master  Chemical 
Trim  9106-CS 

Stuart 

DAS  COOL  4408B 

Va 1 vol I ne  Oil 
ADC00L  3 

Van  Straaten 
951 


Van  Straaten 

768 


Econ  Lab  Magnus  Div. 
CC-6 

Gulf  Oil 
Gulfcut  1 1 D 

Mobil  Oil 

Mob i 1  Met  Si gma 

Va 1 vo 1 ine  Oil 
1002 
1*401 


Econ.  Lab  Magnus  Div. 
Magna-Cool  60 

Gulf  Oil 

Gulfcut  Soluble 

International  Refining 
I rmco  303 

Mobil  Oil 

Mobi IMet  S-125 

Ohio  Industrial  Res. 
Mas  tercut 

Stuart 

DASC0  1086 

Sun  Petroleum  Prod. 
Emulsun  51 

Va 1 vol Ine  Oil 
ADS0L  2 


C i nc innat i  Mi lacron 
Clmcool  Five  Star  *40 

Freemont 

7030 

E.  F.  Houghton  £  Co. 
Hocut  711 

Johnson  Wax 
J0N-C00L  800 

Stuart 

DASC00L  502  Aluminum 
DASC00L  *4379 

Van  Straaten 
550-P 

Wynn  Oi I  Co. 

Semi  cool  969 


Do-Al I  Co. 

Power  Cut  HD-600 

Fremont 

7011 

E.  F.  Houghton  £  Co. 
Hydra-Cut  *496 

International  Refining 
I  rmco  103 

Norton  Co. 

Wheelmate  68? 

Poly-form  Oils 
Poly  Aqua 

Stuart 

DASC00L  *427 

Tapmatic 
ME  I  I 


E.  F.  Houghton  £  Co. 
Hocut  3210-X 


Va I vol i ne  Oil 
ADC00L  2 

Wynn  Oil  Co. 

951-1  Synthetic 
941  Synthetic 


Econ.  Lab  Magnus  Div. 
D0-5A 


Do-A 1 1  Co. 

470 

Mobil  011 
Mobi iMet  1  40 


F  remon  t 

7013 
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marketed  today  which  are:  neat  oils,  water  soluble  oils,  semi-synthetic  fluids  and 
synthetic  fluids.  Two  of  the  questions  often  asked  about  cutting  fluids  are: 

1.  What  type  of  cutting  fluid  works  on  which  machining  process? 

2.  How  do  the  various  costs  of  the  different  types  of  cutting  fluids  compare? 

Table  3.3-2  is  a  first  step  in  answering  these  questions.  This  table  lists  all  the  candidate 
cutting  fluids  and  indicates  what  machining  operations  the  manufacturers  recommend 
they  may  be  used  in.  A  blank  space  indicates  the  fluid  is  not  generally  used  for  that 
application.  This  table  also  specifies  the  dilution  ratio  of  water  to  cutting  fluid 
concentrate  (fluid  concentration)  for  the  specified  machining  operation  and  how  much  it 
costs  to  fill  a  50  gallon  sump  at  the  recommended  concentration.  Each  rectangle  is 
divided  into  two  portions:  the  top  portion  contains  the  dilution  ratio  (i.e.,  19:1)  and  the 
bottom  half  displays  the  cost  to  fill  a  50  gallon  sump. 

i 

These  data  are  presented  to  indicate  how  important  it  is  to  compare  the  COST 
PER  DILUTED  GALLON  of  a  cutting  fluid,  not  just  the  cost  of  the  fluid  concentrate. 
Also,  this  table  indicates  the  quantity  of  products  available  that  can  be  used  on  the 
majority  of  machining  operations  at  RIA. 

Telephone  interviews  were  held  with  all  the  manufacturers  included  in  the 
program.  In  all  cases,  technical  data  describing  the  fluids  were  requested  and  sample 
quantities  of  many  products  were  obtained  for  evaluation.  The  two  questionaires  used 
to  obtain  technical  information  for  neat  oil  cutting  fluids  and  cutting  fluids  diluted  in 
water  are  displayed  in  Figures  3.3-1  and  3.3-2. 

Five  on-site  interviews  were  conducted;  these  included: 

Lubrizol,  Cleveland,  Ohio; 

D.  A.  Stuart  Oil  Co.  of  America,  Willowbrook,  Illinois; 

Economic  Laboratories,  St.  Paul,  Minnesota; 

Cincinnati  Milacron,  Cincinnati,  Ohio;  and 

Master  Chemical  Corporation,  Perrysburg,  Ohio 

Also,  the  Polyform  Oils  Company  and  the  Valvoline  Oil  Company  sent  their  head 
chemists  to  discuss  the  chemical  properties  and  advantages  of  their  products.  The 
products  discussed  represented  essentially  all  classes  of  formulations  and  were  designed 
for  a  variety  of  applications.  The  discussions,  however,  revealed  a  strong  thread  of 
commonality.  Virtually  all  the  suppliers  stresses  two  important  aspects  of  cutting  fluid 
application  technology,  concentration  and  contamination. 

One  of  these  major  considerations  in  the  successful  application  of  cutting  fluid  is 
to  initially  dilute  the  products  to  the  proper  concentration  specified.  This 
concentration  must  then  be  maintained  throughout  the  life  of  the  product  in  the  fluid 
delivery  system.  There  are  four  major  types  of  additives  in  a  soluble  cutting  fluid: 
extreme  pressure  (E.P.)  additives  or  lubricants,  rust  preventatives,  mold  controllers  and 
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TABLE  3  3-2.  CUTTING  FLUID  HAMUFACTUHC*  IWFORMATIOW 
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TABLE  3.3-2.  CUTTING  FLUID  MANUFACTURER  INFORMATION 
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TA8LE  3.3-2.  CUTTING  FLUID  HANUFACTURC*  IMFORHATION 


FLUID  CHARACTERIZATION  QUESTIONNAIRE 
FOR  NEAT  OIL  PRODUCTS 


Company  Name:_ _ __ _  Fluid  Name:__ 

1.  What  is  the  type  of  base  oil? 

2.  Describe  the  physical  characteristics: 

Viscosity  _ _  Color  _ 

Flash  Point  _ _ _  Fire  Point  ___ 

3*  Which  of  the  following  additive  types  are  in  the  product: 

_ _  Sulfur  _  Fatty  Acids 

_  Bromine  ________  Phosphorous 

_  Others 


4.  Indicate  which  machining  operations  and  materials  that  can  be  used  with  this 
product.  (Leaving  a  blank  space  will  indicate  the  fluid  is  not  applicable.) 

4100  Steel  6000  Aluminum 

Operation  HSS  Carbide  HSS  Carbide 

Turnl ng 
Milling 
Grinding 
Drilling 
Broach i ng 

5.  How  strong  an  odor  does  this  fluid  have? 


None 

Weak 

Med i um 

Strong 

6 «  Will  this  product 

have  any  of  the  following 

effects  on 

equ i pment? 

None 

S 1 i ght 

Strong 

Paint 

Rust  Inhibition 
Lubr i cants 

Stain  Tools/Work  Pieces 

Misting 

Foami ng 

7*  What  procedure  must  be  taken  to  dispose  of  this  product? 


Figure  3.3-1  Data  Collection  Questionnaire  Used  for  Neat  Oil  Products. 
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8.  Is  it  economically  feasible  to  recycle  this  product: 

_  Yes  _  No 

9.  Describe  the  recommended  concentration  testing  method. 


10.  Are  there  additive  replenishment  packages  available  for  this  product? 

_  yes  _  No 

jt. 

11,  What  is  the  cost  and  delivery  time  of  this  product? 


Break  Point 

Drum 

Tank  Wagon 

Tank  Car 

Ga 1 1 ons 

to 

to 

to 

Cost/Gal 

De 1 i very  Time 

Ga 1 1 ons 

to 

to 

to 

Cost/Ga 1 

Del i very  Time 

Gal  Ions 

to 

to 

to 

Cost/Ga 1 

Del i very  Time 

Gal  Ions 

to 

to 

to 

Cost/Gal 

Del i very  Time 

H. 


*  Available  current  price  listings  and  delivery  schedules  may  be  provided. 


Figure  3.3-1  (continued) 
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FLUID  CHARACTERIZATION  QUESTIONNAIRE 
FOR  PRODUCTS  DILUTED  IN  WATER 


Company  Name:  _ _ _  Fluid  Name:  _ 

1.  Choose  Generic  Type:  _  Emulsion 

_  Synthetic 

_  Other 

2.  What  are  the  dilution  ratios  for  the  following  machining  operations  using  AlOO 
steel  and  6000  aluminum?  (Leaving  a  blank  space  will  indicate  the  fluid  is 
not  appl icable. ) 

4100  Steel  6000  Aluminum 

°Peration  HSS  Carbide  HSS  Carbide 

Tu  rn i nq 

Milling 
Grinding 
Drilling 
Broach i ng 

3.  Are  there  special  mixing  requirements? 

_ _ _  None  _  Premix  Other 


A. 


To  what  degree  will  any  of  the  following  factors  affect  the  stability  of 
the  emulsion? 


No  Medium  Strong 

Effect  Effect  Effect 

Tempe  ra ture 
Bac ter i a 
Chip  Material 

5.  Which  of  the  following  additive  types  are  in  the  product? 


Sulfur 

Phosphorous 

Bromi ne 

Ant i -rust 

Oils 

Anti -foam 

Others 

6. 

7. 


What  color 
How  strong 


is  this 
an  odor 
None 


product?  _ 

does  this  product  have  as  mixed? 

_  Weak  Med  i  urn 


Strong 


Figure  3.3-2  Data  Collection  Questionnaire  Used  for  Products  Diluted  in  Water. 
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8,  Will  this  fluid  have  any  of  the  following  effects  on  equipment? 

None  SI i ght  Strong 

Paint 

Rust  Inhibition 
Lubr i cants 

Stain  Tools/Work  Pieces 

Misting 

Foaming 

9.  Are  there  additive  replenishment  packages  available  for  this  product? 

_  Yes  _  No 

10.  What  procedure  must  be  taken  to  dispose  of  this  product  into  a  waste 
treatment  system? 


11.  Describe  the  recommended  concentration  testing  method. 


12.  What  is  the  cost  and  delivery  time  of  this  product? 

Break  Point  Drum  Tank  Wagon  Tank  Car 

Ga  1 1  ons  to  to  to 

1  Cost/Gal 

De 1 i very  Time 

Gallons  to _  to _  to 

7.  Cost/Gal 

Delivery  Time 

Gallons  to _  to _  to 

3  Cost/Gal 

Delivery  Time  _  _ ^ _ 

Gallons  to _  to  to 

^  Cost/Gal 

Del ivery  Time 

*  Available  current  price  listings  and  delivery  schedules  may  be  provided. 

Figure  3.3-2  (continued) 
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agents  for  bacteria  control.  Other  additives  include  emulsifiers,  dyes  and  scenting 
chemicals.  If  any  of  the  major  constitutents  are  allowed  to  decrease  in  concentration, 
the  fluid  can  lose  its  effectiveness.  Loss  or  consumption  of  the  emulsifiers,  rust 
preventatives,  mold  controllers  or  bactericides  can  also  result  in  fluid  failures. 


It  was  stressed  by  all  suppliers  that  fluids  should  be  mixed  using  a  positive 
isplacement  pump  rather  than  a  Venturi-type  mixing  system.  This  recommendation 
was  made  because  most  experiences  with  Venturi-type  systems  have  shown  them  to  be 
subject  to  inconsistencies  due  to  water  pressure  variations  and  plumbing  flow  rate 
dillerences.  Further,  crude  concentration  checks  can  be  made  with  a  refractomer  if  a 
refractive  index  vs.  concentration  chart  has  been  specifically  calibrated  using 
laboratory  analysis  procedures,  usually  titration.  Ref  rac to  meters  can  be  subject  to 
serious  error  in  cases  where  significant  hydraulic  fluid  contamination  is  present.  The 
reiractometer  cannot  distinguish  between  the  intentionally  added  fortified  oil  lubricants 
and  tne  hydraulic  oil  contamination.  Titration  techniques  are  necessary  to  maintain 
fluid  concentration  levels  if  the  hydraulic  leakage  problem  cannot  be  controlled. 


K-rThe  I6?1!"  major  consideration  is  the  impact  of  tramp  oil  on  soluble  cutting  fluid 
stability.  Soluble  emulsions  and  semi-synthetics  are  seriously  affected  by  tramp  oils. 

rue  synthetics  are  less  seriously  affected  because  they  are  true  solutions  and  are 
inherently  immiscible  with  oils. 


..  7  e  e,nulsifiers  present  in  a  soluble  oil  product  are  necessary  to  maintain  product 
stability  and  maintain  the  fortified  oil  base  lubricating  phase  dispersed  in  the  water 
carrier.  This  dispersion  is  maintained  by  the  special  properties  of  the  surfactant,  or 
emulsifying  agent.  The  surfactant  can  be  viewed  as  an  elongated  molecule,  one  end  of 
w  mh  is  water-seeking  or  hydrophyllic  while  the  other  end  is  oil-seeking  or  lipophyllic. 
structure  0f  a  nonionic  surfactant  is  illustrated  in  Figure  3.3-3a.  These  molecules 
selectively  attracted  to  the  interface  between  the  water  and  oil  phases.  When  the 
mix  ure  is  lghly  agitated,  the  oil  is  dispersed  in  the  form  of  tiny  droplets  on  the  order 
ot  a  micron  or  smaller  in  diameter.  The  surfactant  remains  at  the  oil/water  interface 
and  prevents  recoalescence  of  the  oil  phase.  The  electrochemical  charge  on  the  surface 
o  ese  droplets  maintains  the  dispersion  and  the  resulting  product  is  a  stable  emulsion 
of  oil  in  water  (see  Figure  3.3-3b). 

Addition  of  tramp  oil,  character  is  tically  by  leakage  from  machine  hydraulic 
systems,  eventually  results  in  failure  of  this  stable  dispersion.  The  emulsifiers  present 
originally  in  the  cutting  fluid  cannot  distinguish  between  a  droplet  of  the  intentionally 
present  fortified  cutting  oil  and  those  composed  of  tramp  oil.  When  tramp  oil  enters 
the  emulsion,  some  of  the  emulsifiers  leave  their  oil  droplet  in  an  attempt  to  emulsify 
the  new  tramp  oil.  When  a  new  state  of  equilibrium  is  reached,  the  tramp  oil  droplet 
will  also  have  surfactant  molecules  encircling  it  (see  Figure  3*3-3c). 


As  more  Iramp  oil  is  added  to  the  emulsion,  a  saturation  point  is  reached  where 
the  current  ratio  of  surfactant  to  oil  is  reduced  below  the  point  where  the  current  size 
Tk-S  ca?not  be  maintained  and  large  size  oil  droplets  are  formed  (see  Figure  3.3- 
;.  ihis  continues  as  more  and  more  tramp  oil  is  absorbed  into  the  sump  until  a  point 
where  no  more  oil  can  be  contained  and  an  emulsion  failure  occurs.  The  oil  found 
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0-6  U 


Non  Ionic  Surfaction 


© 


or  more 

0  -  C  -  c  -  OH  simply  ^  Q - 

Hydrophillic  oil  seeking 


&  & 


A  Dispersion  of 
Oil  Droplets. 


Tramp  Oi 1  Droplet 
in  an  Emulsion. 


Larger  Droplets  Formed  in 
the  Emulsion  Due  to 
Surfactant  Shortage. 


Figure  3 • 3— 3 -  An  Illustration  of  a  non  ionic  Emulsion  and 
how  Tramp  Oil  will  React  with  it. 


'X 

water  seeking 
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floating  on  the  sump  is  the  result  of  this  condition  and  may  contain  both  the 
contaminating  hydraulic  fluid  as  well  as  the  desirable  cutting  oil  phase.  This  situation 
reduces  the  effectiveness  of  the  product  as  a  cutting  fluid  and  eventually  totally 
destroys  the  product,  necessitating  its  replacement.  This  results  in  an  unnecessarily 
premature  removal  of  the  fluid  with  its  attendant  replacement  and  disposal  costs,  but 
replacing  hydraulic  oils  on  the  machines  also  represents  a  growing  cost  factor. 

Synthetic  fluids,  being  immiscible  with  oils,  are  subject  to  lesser  degrees  of 
damage.  The  major  problem  here  is  that  oil  separators  are  necessary  to  prevent 
displacement  of  the  synthetic  product  in  the  sumps.  Bacteria  growth  at  oil/fluid 
interfaces  is  also  encouraged  if  oil  separation  procedures  are  not  utilized. 

3.3.2  Initial  Screening  Tests 

A  program  to  technically  evaluate  all  available  present  and  future  cutting  fluids 
would  be  a  virtual  impossibility.  Therefore,  methods  were  developed  to  reduce  the 
number  of  fluids  to  be  tested.  Three  tests  were  conducted  on  all  the  fluids  made 
available  for  initial  screening:  rust  tests,  bacteria  tests  and  residue  tests. 

Rust  Test: 

The  ability  of  a  cutting  fluid  to  inhibit  the  formation' of  rust  is  very  important. 
Equipment  efficiency  will  be  reduced  if  they  contained  a  cutting  fluid  that  would  allow 
rusting  to  occur.  Also,  rust  prevention  is  very  important  for  tooling  and  fixtures. 
Therefore,  the  initial  criteria  of  a  cutting  fluid  would  be  its  ability  to  inhibit  rust. 

The  rust  test  was  conducted  by  putting  10  grams  of  freshly  drilled  cast  iron  chips 
on  a  piece  of  filter  paper  placed  in  a  petri  dish.  Then  10  ml  of  cutting  fluid  mixed  to 
the  manufacturer's  turning  dilution  ratio  was  poured  over  the  chips.  The  test  lasted  one 
week.  However,  the  fluids  that  did  allow  rusting  usually  did  so  in  a  few  hours.  The 
fluids  that  did  not  pass  the  rust  test  are: 

Cimperial  1011,  Cincinnati  Milacron 
Irmco  103,  International  Chemical  Co. 

Wheelmate  811,  Norton  Company 
Poly  Aqua,  Poly-Form  Oils 
911,  Wynn  Oil  Company 
1149,  D.  A.  Stuart  Oil  Company 

Bacteria  Test 


Observations  at  RIA  indicated  the  number  one  cutting  fluid  problem  was  anerobic 
bacteria  growth.  Each  test  fluid  was  tested  for  its  ability  to  resist  bacteria. 

Fifteen  ml  of  the  test  fluid  mixed  to  the  turning  dilution  ratio  specified  by  the 
fluid  manufacturers  was  inoculated  with  one  drop  of  spoiled  cutting  fluid  secured  from 
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RIA.  This  screening  test  gave  no  results  after  a  two-week  incubation  period  at  room 
temperature.  This  indicated  that  each  test  fluid  contained  a  sufficient  quantity  of 
biocide  to  control  a  minimal  amount  of  bacteria  contamination.  However,  this  is  not 
representative  of  what  may  occur  with  daily  recontamination. 

Residue  Test: 

Another  important  property  of  a  cutting  fluid  is  what  form  of  residue  may  be  left 
behind  after  the  water  evaporates  from  it.  Heavy  or  waxy  residues  could  inhibit 
machine  motions  or  if  it  forms  hard  crystalline  deposits  machine  operation  can  score 
delicate  wear  surfaces. 

Ten  milliliters  of  test  fluid  mixed  to  the  turning  dilution  ratio  specified  by  the 
fluid  manufacturers  was  allowed  to  stand  at  room  temperature  for  one  week.  The  only 
fluids  that  were  questionable  were  Master  Chemicals  full  synthetic  9106CS  and  Poly 
Form  Oils  Poly  Aqua  that  left  a  salty  residue.  The  rest  of  the  test  fluids  left  either  a 
mildly  gummy  or  an  oily  residue.  The  gumminess  of  the  residues  was  judged  not  to  be 
extremely  objectionable.  These  tests  resulted  in  elimination  of  six  fluids  from  testing. 

3.3.3  Criteria  for  Final  Fluid  Selection 


Two  factors  were  kept  in  mind  when  analyzing  the  various  machining  operations: 
the  need  for  cooling  and  the  need  for  lubrication.  A  high  temperature  machining 
operation  such  as  grinding  requires  more  cooling  than  lubrication.  Milling,  which  is  a 
lower  temperature  operation,  requires  more  lubrication  properties.  However,  some  high 
temperature  operations  will  experience  a  decrease  in  temperature  if  a  lubrication 
additive  is  utilized.  When  such  conditions  exist,  careful  process  analysis  is  required 
before  a  cutting  fluid  is  selected. 

Cooling  is  the  ability  of  the  cutting  fluid  to  draw  heat  from  the  tool  workpiece 
and  chip.  Lubrication  is  a  property  the  cutting  fluid  has  which  allows  it  to  produce  a 
thin  film  between  the  tool/ workpiece  interface  and  tool/chip  interface.  This  film 
reduces  the  friction  between  these  surfaces  and  reduces  the  work  required  to 
accomplish  the  operation  which  reduces  the  heat  generated.  More  specifically,  it 
reduces  the  length  of  the  cutting  shear  plane. 

The  state  of  the  art  of  cutting  fluid  lubrication  has  advanced  substantially  in  the 
last  few  years.  Initially,  natural  oils  and  animal  fats  were  used  for  lubrication. 
Currently,  extreme  pressure  (E.P.)  additives  have  come  into  wide  use.  An  E.P.  additive 
will  break  down  and  form  a  thin  film  layer  at  selective  temperatures,  depending  on  the 
additive,  which  will  increase  the  lubrication  capability  of  the  oil  on  synthetics  in  the 
cutting  fluid.  Different  types  of  E.P.  additives  perform  different  and  in  some  cases 
when  combined  together  will  produce  a  synegestic  effect  and  fluid  performance  will 
increase  at  a  higher  rate  than  the  sum  of  that  produced  individually. 

Initially,  a  possible  fluid  selection  matrix  was  designed.  Each  basic  machining 
operation  was  coupled  with  the  four  types  of  cutting  fluids:  full  synthetics,  semi¬ 
synthetics,  emulsions  and  neat  oils.  Then  as  the  machining  severity  index  was 


71 


developed,  this  initial  matrix  was  reduced  to  the  one  exhibited  in  Table  3.3-3.  Each 
fluid  type  was  matched  to  RIA's  machining  operations.  The  major  difficulty  after  this 
point  was  selecting  which  fluids  would  be  actually  tested.  A  computer  program  was 
designed  to  group  all  of  the  fluids  by  general  type  and  then  by  chemical  composition. 
Other  pertinent  data,  such  as  mixability,  effects  on  equipment  paint,  ease  of  waste 
disposal,  foaming,  and  cost  to  fill  a  50  gallon  sump,  were  displayed  on  the  computer 
printout  (see  Table  3.3-4).  These  data  were  used  to  select  the  test  fluids.  The  exact 
logic  is  as  follows: 

1.  Grouped  All  Fluids 

Each  cutting  fluid  was  grouped  by  generic  type  and  then  by  degree  of 
fortification.  Based  on  knowledge  of  its  chemical  composition,  all  cutting  fluids  in  each 
strength  category  with  similar  additives  were  assumed  to  perform  the  same  as  other 
fluids  of  the  same  generic  type  and  strength. 

2.  Selected  Fluids  From  Each  Generic  Type 

Each  machining  test  contained  fluids  from  each  generic  type  and  strength 
categories  applicable,  as  dictated  by  the  machining  severity  index. 

3.  Performed  Special  Tests 

After  one  fluid  from  each  generic  type  was  tested,  special  tests  were 
conducted  initiated  by  the  data  from  the  previous  tests.  For  example,  a  special  test  was 
conducted  with  Norton's  Wheelmate  811  because  it  was  an  emulsion  containing  both 
sulphur  and  chlorine.  Another  example  was  the  selection  of  ADCOOL  2.  This  fluid  was 
selected  due  to  its  low  50  gallon  sump  cost. 

3.4  Grinding 

This  portion  of  the  report  will  review  the  basics  of  grinding,  describe  the 
manufacturing  procedures  observed  at  RIA,  review  machining  technologies  rigorous 
testing  procedures,  and  relate  the  results  of  these  tests.  This  will  be  accomplished  in 
the  following  seven  subsections:  Review  of  grinding,  RIA  grinding  survey,  Grinding 
cutting  test  fluid  selection,  Grinding  test  design,  Machining  Technology's  test 
conditions,  Grinding  test  results,  and  Conclusions. 

3.4.1  Review  of  Grinding 

The  grinding  operation  may  be  compared  to  a  milling  operation  with  infinitely 
small  teeth.  Each  small  tooth  is  a  grinding  grain  which  can  be  compared  to  a  turning 
tool  with  a  negative  rake  angle.  However,  this  is  where  the  similarities  end.  The 
abrasive  grains  or  grinding  cutting  elements  travel  at  speeds  10-20  times  of  those  used 
in  milling  operations.  At  this  high  speed  the  temperature  at  point  of  contact  between 
the  abrasive  grain  and  the  workpiece  has  been  found  to  be  at,  or  near  the  melting  point 
of  the  workpiece,  aided  in  part  by  the  fact  that  grinding  wheels  are  insulating  ceramic 
materials.  Tests  run  by  M.  C.  Shaw  (6)  have  indicated  that  instantaneous  grinding 
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Key  for  Table  3»3~^ 


Table  Headings 


P  =  Effect 

of 

fluid 

on 

R  =  Effect 

of 

fluid 

on 

L  =  Effect 

of 

fluid 

on 

S  =  Effect 

of 

fluid 

on 

Type  =  Fluid  Type 
S  =  Sulfur 
C  =  Chlor i ne 
P  =  Phosphorus 
CS  =  Others 

machine  paint  and  workpiece 
rusting  machine  and  workpiece 
machine  lubrication 
staining  machine  and  workpiece 
H  =  Fluid  mixing  requirements 
F  =  Does  the  fluid  foam 
W  =  Waste  treatment 
T.D/R  =  Turning  dilution  ratio 
C50-T  =  Turning  50  gallon  sump  cost 
C.G/R  =  Grinding  dilution  ratio 
C50-G  =  Grinding  50  gallon  sump  cost 
B.D/R  =  Broaching  dilution  ratio 
C50-B  =  Broaching  50  gallon  sump  cost 
C/Gal  =  Fluid  cost  per  gallon 


Chart  Abbreviations 


Type:  E  =  emulsion,  FS  =  full  synthetic, 
0  =  neat  oil,  SS  =  semi-synthetic 
S:  S  =  contains  sulfur 

C:  C  =  contains  chlorine 

P:  P  =  contains  phosphorus 

CS:  F  =  FA  =  Fatty  acids,  S  = 

FT  =PG  =  P  =  BF  -  special 
P:  S  =  slight,  M  =  medium,  B 

R:  S  =  slight,  M  =  medium,  B 

S:  S  =  slight,  H  =  medium,  B 

M:  N  =  none,  Dl  =  use  deionized  water 
W:  A  =  acid  split,  R  =  recycle, 

Z  =  can  be  put  through  city  sewer 


Smal 1  %  sulfur, 
addi tlves 
=  bad,  N  -  no 
=  bad,  N  =  no 
=  bad,  N  =  no 
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surmfaceatSiTOeSAEtllienSder  °f  30°°  d?grees  F-  F'  Sat0  (7)  has  shown  that  *™g 
ff®.  gnnding :  SAE  1035  or  an  equivalent  steel,  84%  of  the  heat  developed  was 

wheeL^  d  mt0  the  UnCUt  metal>  4%  Was  ^ans^ed  into  the  chip  and  12%  ?nto  the 

«,h0^i/DUr/n?  the  operation  several  processes  can  occur  at  the  grinding 

wheel/workpiece  interface.  The  grinding  wheel's  abrasive  grains  exhibit  three  distinct 
types;  of  behavior  or  combinations  of  each  depending  upon  their  shape  and  radial 
distance  from  the  wheel  center  (see  Figure  3.4-1). 

Rubbing  -  This  is  where  the  abrasive  grain  rubs  on  the  work  causing  elastic  deformation 
of  the  work  material  with  negligible  material  removal.  ceiormation 

th°W*n^i  Pawing  phenomenon  occurs  when  an  abrasive  grain  rubs  deep  enough  into 
the  workpiece  to  cause  permanent  plastic  deformation.  A  groove  is  left  on  tte  Xace 

resulTs  Ci„‘P  B  formed  and  °"ly  «  "Eligible  amount  of  material  it  removed!  Plowing 

transferred  fntffthe  wnrkn'  builduP’  w*iile  strain  energy  from  the  deformation  is 
transferred  into  the  workpiece  as  well  as  the  heat  created  by  friction. 

causin'?  a'  chin^l^r  grata,  “  ™tting  when  a  fraeture  OOCU[s  Just  <*««)  of  the  grain 
.  ^  ,?  e  formed.  The  cutting  phenomenon  predominates  at  the  extreme 

outer  radius  the  grinding  wheel  by  sharp  grains  with  negative  rake  angles  Dull  grains 
XnTeepS°credl>nany  gr6ater  °f  engagement  w"h  tha  workpTeco  before  a^p 

fir«  fj,hm  gr,indi"g  ,wheel  is  Oeing  consumed  by  three  wear  processes.  Attrition  is  the 

operation"  At  that  Tr  *  dUe  ‘°  the  W*h  temperatures  of  the  grinding 

operation.  At  these  high  temperatures,  thermomechanical  and  chemical  reactions 

rapidhT  •n?kab,<iSIVe  ‘.".I  the  "orkpit!ee  or  the  surrounding  atmosphere  can  occur  very 
™p'd!y;  Ttlis  causes  dilling  of  the  abrasive  grains  which  Ire  referred  to  as  wear  flats 
in  these  react, or*  the  abrasive  is  eroded  away.  The  number  of  wear  flats  per  “it  arel 
of  active  wheel  surface  of  grinding  wheel  is  a  possible  measure  of  cutting  fluid 
performance.  The  second  form  of  grinding  wheel  wear  is  grain  fracture.  This  Occurs 
w  en  the  abrasive  grain  breaks  to  form  a  new  sharp  cutting  edge.  Bond  fracture  is  the 

The  imnnnf  TU  T^*  Thls  occurs  when  the  grain  is  pulled  from  the  grinding  wheel. 

deferred  To  a°s  ttT-TT^  *  f!move  a  *ven  V°lume  of  matei>ia1'  commonly 

This  will  be  exnlaineri  i  °’  K  anc*h.er  method  of  cutting  performance  measurement, 
inis  will  be  explained  in  more  detail  in  a  later  section. 

more  12"!  Wh6elS  coasidered  to  be  hard  when  their  binder  is  strong  or  contains 
“  area  on  a  pain  (see  Figure  3.4-2).  Hard  wheels  hold  their  grits  longer  and 
thus  are  more  susceptible  to  attritious  wear.  Hard  wheels  are  used  on  Sfter  mfteTl 

faster  *°  maintain  grit  starP"esB  «<*  “e  usuaSSed  »  tald 

they  ™e  softer  propertles  in  cutting  fluids  make  grinding  wheels  perform  as  if 
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V 


No  contact 


b) 


Rubbi ng 


Plowing 


Figure  3.**-l.  Various  mechanisms  which  occur  during  grinding  with 
increasing  depths  of  cut  per  grain  --  a)  no  contact, 
b)  elastic  deformation  (rubbing),  c)  plastic  deforma¬ 
tion  (plowing,  burnishing)  and  d)  chip  formation. 


V 
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a)  Soft  Wheel 


b) 


Hard  Wheel 


Figure  Representative  cross-sections  of  a  relatively  hard  and  soft 

wheel  demonstrating  the  different  amounts  of  binder  used  and 
the  bonding  surface  areas. 
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Grinding  fluids  should  contain  the  following  characteristics  in  order  to  achieve  a 
satisfactory  grinding  condition: 

1.  Provide  adequate  cooling. 

The  fluid  should  act  as  a  heat  conductor  to  carry  away  the  heat  from  the 
grinding  wheel  and  the  workpiece. 

2.  Possess  low  surface  tension. 

This  will  allow  the  fluid  to  penetrate  the  micro-openings  and  interstices  at 
the  wheel/workpiece  interface. 

3.  Provide  operator  visibility. 

The  fluid  should  be  transparent  to  allow  the  operator  to  see  reference 
points. 

4  Prevent  wheel  clogging. 

A  good  cutting  fluid  will  provide  chemical  action  that  will  reduce  wheel 
clogging  from  swarf. 

5.  Lubrication. 

Fluids  that  provide  lubricity  reduce  friction  at  the  wheel/workpiece 
interface  and  minimize  the  cutting  temperatures. 

6.  Other  factors. 

Properties  such  as  rust  prevention,  bacteria  control,  mold  control  and 
operator  acceptance  are  other  factors  that  should  be  considered. 

3.4.2  RIA  Grinding  Survey 

A  portion  of  the  following  represents  a  reiteration  of  Section  3.1.  It  is  presented 
again  here  to  add  continuity  to  this  discussion  and  allow  section  3.4  to  be  complete  in 

X  loc  11  * 


Grinding  requirements  for  Rock  Island  Arsenal  are  somewhat  different  from  most 
commonly  encountered  grinding  operations.  Grinding  is  typically  used  to  machine  hard 
or.  Qiffrcult  machine  parts  where  other  types  of  machining  processes  cannot  be 
utilized.  The  unique  feature  at  Rock  Island  is  that  the  bulk  of  the  material  beir^  ground 
is  unhardened  4100  series  steels.  The  surfaces  being  ground  are  most  commonly  mating 
surfaces  which  must  be  ground  to  specific  tolerances  to  provide  for  adequate  fitup 
uring  assembly,  or  to  provide  a  sufficiently  qualified  surface  for  subsequent  chrome 
plating.  The  chrome  plating  is  used  to  provide  superior  wear  resistance  during  service 
several  production  grinding  operations  were  examined.  These  operations  were  done 
either  on  cylindrical  or  surface  grinders  and  are  presented  in  Table  3.4-1. 
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TABLE  3.4-1 


RIA  Manufacturing  Process  Data  Analysis  Sheet  for  Grinding 


Work 


Part  No. 

Operation 

Material 

SFM  Infeed 

Speed 

Crossfeed 

Hardness 

10901204 

0D  Cyl indrical 

4140 

4200  0.001 

50 

1  in/rev 

BHN  212/248 

Grind 

(new  wheel) 0.0005 

* 

6538758  or 

Surface  Grind 

4140 

6021  0.001 

35 

0.200/pass 

NHS 

6538757 

(new  wheel ) 0.0005 

35 

0.200/pass 

NHS 

12007805 

Surface  Grind 

4 1 40 

6021  0.0005 

60 

0. 130/pass 

R  30/35 

(new  wheel ) 0. 00025 

60 

0. 1 30/pass 

R^30/35 

12012329 

Cylindrical 

Al-Br 

6283  0.001 

25 

1.6  in/ rev 

NHS 

Grinder 

(new  wheel ) 0.0002 

25 

Note:  All  crossfeeds  are  continuous  and  not  incremental  or  consistent. 

Key:  SFM  =  Wheel  velocity,  surface  feet  per  minute. 

Infeed  =  Amount  the  grinding  wheel  moves  radially  per  pass,  inches. 

Work  Speed  =  The  rate  the  workpiece  moves  past  the  grinding  wheel ,ft/min. 
Crossfeed  =  Amount  the  grinding  wheel  moves  axially  per  pass,  inches. 

NHS  -  No  hardness  specified. 
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Observations  regarding  grinding  at  Rock  Island  Arsenal  may  be  summarized  bv 
the  following: 


1.  Spindle  speeds  are  governed  by  constant  speed  AC  motors.  Thus  the 
actual  surface  speeds  of  the  wheels  decrease  as  the  wheel  radius 
decreases  during  use. 

2.  Infeeds  are,  in  general,  0.001  inch  for  roughing  operations  and  0.0005  inch 
for  finishing  operations.  These  values  can  be  attributed  to  limitations 
imposed  by  the  flexibility  of  the  parts  being  ground.  Any  larger  infeed 
values  would  cause  excessive  part  deflection  creating  tolerance  problems. 

3.  On  cylindrical  parts,  the  crossfeeds  are  larger  than  those  normally  found 
in  the  Machinability  Data  Handbook.  This  would  tend  to  load  the  part 
being  ground  in  the  axial  direction,  the  direction  in  which  the  part  is  most 
rigid.  The  metal  removal  rates  can  then  be  increased  without  sacrificing 
tolerance. 

4.  For  die  surface  grinding  operations  observed,  the  wheels  were  six  inches 
in  width.  A  large  crossfeed  could  be  used  while  producing  a  good  finish 
with  these  wide  wheels. 

5.  Specific  levels  of  cross  feed  were  found  to  be  subject  to  considerable 
variation.  Machine  operators  were  free  to  select  parameters  on  an 
individual  basis  to  meet  surface  finish  and  size  requirements. 

6.  Dressing  was  infrequently  done  as  compared  to  most  operations  involving 
intricate  forms  or  difficult-to-grind  high  temperature  alloys.  In  most 
cases,  dressing  was  done  once  every  hour  and  was  primarily  required  to 
remove  wheel  loading. 

7.  Relative  to  the  previous  observation,  Cimfree  238  used  at  concentrations 
of  approximately  100:1  is  inadequate  to  prevent  wheel  loading,  but  prior 
attempts  to  use  this  product  at  richer  concentrations  has  resulted  in 
reports  of  operator  problems.  The  lean  concentration  is  also  somewhat 
inadequate  to  prevent  rusting  of  machines,  fixtures,  and  occasionally 
workpieces. 

3.4.3  Grinding  Cutting  Fluid  Selection 

The  first  stage  of  the  grindirg  test  was  to  evaluate  all  three  basic  generic  types 
of  cutting  fluids:  full  synthetics,  semi-synthetics,  and  emulsions.  These  fluids  are 
numbered  one  through  four  in  Table  3.4-2. 

The  first  three  of  the  fluids  were  prechosen  because  they  were  already  being 
used  at  RIA  or  were  proposed  for  use.  Prior  to  testing  these  fluids  were  considered 
heavy  or  medium  duty  fluids.  A  low  cost  light  to  medium  duty  fluid  was  also  selected  as 
a  comparison  fluid  (see  fluid  4  in  Table  3.4-2). 
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The  fluids  selected  represent  all  three  generic  types  and  will  indicate  if  one 
generic  type  of  cutting  fluid  is  a  superior  grinding  fluid. 

3.4.4  Grinding  Test  Design 

The  grinding  test  was  designed  to  simulate  the  observed  RIA  manufacturing 
process.  Test  parameters  used  are  as  follows: 


Wheel  Grade: 

Wheel  Speed: 

Table  Speed: 

Cross feed: 

Total  Depth  of  Cut: 
Infeed: 

Dress: 

Material: 


32A60M5VBE 
500  sfm 
60  ft/min. 

0.250  in. 

0.025  in. 

0.0005  in. 

Single  Point  (0.001/pass) 
4140  steel 


During  the  grinding  test,  various  areas  of  interest  were  monitored.  The  cutting 
force  and  the  normal  forces  were  measured.  Monitoring  these  values  provides  insight 
into  the  energy  levels  at  the  wheel-work  interface.  The  lower  these  values  the  more 
effective  the  cutting  fluid.  Spindle  horsepower  was  also  monitored.  The  efficiency  of 
metal  removal  can  be  assessed  from  the  observed  values  of  spindle  horsepower.  The 
lower  the  power  the  more  efficient  the  cutting  fluid. 

Another  valuable  method  of  measuring  grinding  performance  is  the  G-ratio.  The 
G-ratio  is  defined  as  the  volume  of  metal  removed  divided  by  the  volume  of  abrasive 
which  is  consumed  in  the  process.  High  G-ratios  tend  to  be  more  desirable  because 
wheel  consumption  can  be  minimized.  This  method  could  not  be  used  to  evaluate  the 
RIA  grinding  tests  because  their  grinding  process  produces  G-ratios  higher  than  can  be 
measured  practically.  The  fourteen-inch  wheel  diameter  changes  less  than  0.00005  inch 
after  0.025  inch  depth  of  cut  grinding  on  a  4  x  6  inch  test  block.  This  produces  0.6  cubic 
inch  of  metal  removed.  The,  wlmel  volume  consumed  is  less  than  0.002  cubic  inch  (1 
inch  wide  wheel  x  (  (7.0005)  -7  j  ).  Thus,  the  G-ratios  were  higher  than  272  which  is 
(0.6/0.0022).  This  value  can  be  considered  half  of  the  actual  because,  when  surface 
grinding  in  two  directions,  the  wheel  edge  wears  from  both  sides.  Thus,  the  overall  G- 
ratio  as  for  all  tests  was  larger  than  544.  Also,  the  tests  did  not  produce  enough  wheel 
wear  to  necessitate  wheel  dressing. 


Observing  the  grinding  wheel  before  and  after  a  test  under  a  scanning  electron 
microscope  is  yet  another  method  to  measure  cutting  fluid  performance.  The  wear 
patterns  of  the  wheel  may  be  used  to  compare  the  effects  of  different  cutting  fluids  and 
was  the  preferred  technique  for  this  program. 


3.4.5  Test  Conditions 


All  experiments  were  performed  on  an  instrumented  Brown  &  Sharpe  824 
Micromaster  surface  grinder.  Measurements  of  wheel  speed  were  based  on  the  observed 
spindle  RPM's  measured  with  a  DC  Tachometer  and  the  existing  wheel  diameter. 
The  table  velocity  measurement  was  taken  directly  from  an  LVT  (linear  velocity 
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transducer) .  The  instantaneous  horsepower  consumption  was  measured  with 
a  Hall-effect  wattmeter  connected  to  the  spindle  motor  windings.  The 
cutting  and  normal  force  was  measured  on  a  Honeywell  1858  visicorder 
oscillograph  connected  to  a  Kristal  Instrument  piezoelectric  machining 
dynamometer. 

3.4.6  Grinding  Test  Results 

The  overall  test  results  which  include  observed  power,  normal  forces  and 
tangential  forces  are  displayed  in  Table  3.4-3,  overall  grinding  fluid  test  results; 
Figure  3.4-3,  a  graph  of  normal  force  vs.  grinding  fluids  tested;  Figure  3.4-4,  a  graph  of 
tangential  force  vs.  grinding  fluids  tested;  and  Figure  3.4-5,  a  graph  of  spindle  power  vs. 
grinding  fluids  tested. 

Also,  SEM  evaluations  of  the  condition  of  the  grinding  wheel  for  all  the  cutting 
fluids  tested  were  made.  Each  wheel  sample  taken  was  compared  to  the  other  samples 
run  with  the  other  test  fluids.  The  wheel  sample  having  the  lowest  wear  received  the 
lowest  number.  These  observations  are  displayed  in  Table  3.4-3.  During  the  Cimfree 
238  test,  it  was  noted  that  this  fluid  had  a  superior  ability  to  clean  its  wheel  compared 
to  the  other  fluids. 

The  data  displayed  indicates  slight  differences  between  the  fluids  tested. 
Interpretation  of  these  data  will  be  made  in  the  preceding  subsection. 

3.4.7  Grinding  Conclusions 

The  graphs  and  Table  3.4-3  in  the  previous  section  indicate  that  there  are  only 
slight  differences  between  the  four  cutting  fluids  tested.  A  more  definitive  ranking  of 
performance  is  accomplished  by  comparing  all  four  cutting  fluids  normal  forces  or 
cutting  forces  to  fluid  number  four's  normal  force.  This  is  pictured  in  Figure  3.4-6, 
graph  of  percent  improved  normal  force  compared  to  Adcool-2.  Note  that  at  the  most 
there  is  a  twenty  percent  difference  between  each  fluid. 

This  data  supports  the  initial  findings  of  the  RIA  survey  that  are  presented  in 
Section  3.4-2  which  indicated  that  the  grinding  operations  at  RIA  are  not  severe. 
Utilizing  these  data,  the  following  factors  become  dominate  in  choosing  a  cutting  fluid 
for  the  Rock  Island  Arsenal. 

1.  Price  to  fill  the  sump  compared  to  performance  gained 

2.  Sump  life  of  the  fluid 

3.  Disposal  cost 

4.  Transparency  of  the  fluid 

5.  Ability  of  the  fluid  to  clean  the  grinding  wheel 

All  of  these  factors  have  been  addressed  thus  far  except  disposal  cost  which  will 
be  explored  in  the  final  phase  of  the  RIA  cutting  fluid  program.  A  review  of  the  50  gal. 
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Overall  Grinding  Fluid  Test  Results 
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Figure  3-^-3.  Normal  Force  vs  Grinding  Fluids  Tested. 
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Figure  3. A  6.  Percent  Improved  Normal  Grinding  Force  Compared  to  ADC00L-2. 
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sump  costs  indicates  that  Adcool-2  has  the  lowest  cost  (see  Figure  3.4-6)  of  $5.40.  Test 
results  indicate  that  Cimfree  238  has  the  lowest  force  levels  and  also  possesses  a 
superior  ability  to  clean  the  grinding  wheel.  The  cost  of  Cimfree  238  is  almost  twice 
t  e  amount  of  Adcool  2  at  $10.48  to  fill  a  50  gallon  sump  (see  Figure  3.4-7). 

A  more  complete  economic  analysis  would  have  to  be  made  to  determine  if  the 
twenty  percent  increase  in  performance  will  pay  for  the  increased  sump  cost.  However 
generally  speaking  the  reduction  in  dressing  should  pay  for  this  additional  cost. 

,  ,^lso’  tb5  finding  fluid  flow  has  just  as  important  an  effect  on  grinding  as  the 
much*  aT  .<:uttinS  (see  Table  3.4-4).  Notice  that  in  some  cases  there  is  as 

fim-ri  fi«  a  2596  incr*easie  in  forces  and  a  24%  increase  in  power  using  a  slightly  lower 
fluid  flow  (see  Figure  3.4-8).  These  force  and  power  increases  are  a  result  of  the 
reduction  of  cooling  caused  by  the  cutting  fluid  flow  reduction.  This  phenomenon 
demonstrates  that  a  grinding  fluid's  number  one  function  at  the  RIA  is  cooling. 

3.5  Turning  and  Boring 

The  turning  and  boring  section  will  review  the  basics  of  turning,  describing  the 
manufacturing  procedures  observed  at  RIA,  review  Machining  Technologies  testing 
procedures  and  relate  the  results  of  these  tests.  These  topics  will  be  presented  in  the 
‘°  Pwing  subsections:  Review  of  turning,  RIA  turning  and  boring  survey:  turning  and 
boring  cutting  fluid  test  selection;  turning  and  boring  test  design;  Machining 
Technology  s  test  conditions,  turning  test  results  and  conclusions. 


3.5.1 


Review  of  the  Basics  of  Turning 


urmng  is  a  basic  machining  operation  that  produces  cylindrical  parts  on  an 
external  surface.  This  is  accomplished  with  a  rotating  workpiece  being  machined  with  a 
single  point  cutting  tool  fed  in  the  direction  parallel  to  the  axis  of  the  workpiece. 
There  are  three  mam  factors  that  describe  a  turning  operation  which  are:  speed,  feed 
and  depth  of  cut.  Speed  is  the  relationship  between  the  workpiece  surface  and  the 
f^Jing'ft°°1’  Th.ls  yalue  to Lthe  Product  of  the  rotating  speed  times  the  circumference,  in 
feet,  of  the  workpiece  before  the  cut.  This  calculation  is  expressed  in  surface  feet  per 
minute  (SFM)  and  the  standard  calculation  formula  is  displayed  below.  P 


SFM  =  (.262)  x  (diameter  in  inches)  x  (R.P.M.) 

to  the  cutting  to01  and  is  the  rate  at  which  the  tool  advances  along  the 
?L  riPath:  Usually  the  !eed  rate  is  directly  related  to  the  spindle  speed  on  a  power- 
e  lathe  and  is  expressed  in  inches  of  tool  advances  per  revolution  of  the  spindle  (IPR) 

nf  «  .wnr^-  CaI!  be  axPressed  as  inches  per  minute  (IPM)  the  tool  moves.  Depth 
ot  cut  (DOC)  is  the  thickness  of  the  layer  of  material  that  is  being  removed  from  the 
p^pi®e®*  The  diameter  of  the  workpiece  is  reduced  by  two  times  the  depth  of  cut. 
figure  .J. 5-1  illustrates  these  turning  parameters.  Boring  is  a  similar  operation  used  to 
generate  internal  cylindrical  surfaces. 
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Figure  3.^-7.  Price  to  Fill  a  50  Gallon  Sump  vs  Grinding  Fluids  Tested. 
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GRINDING  TEST  RESULTS  USING  LOW  FLUID  FLOW 
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Normal  Flow 


» 


Low  F ] ow 


Figure  3.^-8.  A  Photograph  Showing  a  Normal  and  Low  Cutting 
Fluid  Flow  Rate. 
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Depth  of  Cut 
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Figure  3.5-1.  Turning  Parameters. 


Other  factors,  such  as  material  type,  material  hardness,  and  tool  selection  also 
influence  the  turning  operation.  Material  type  and  hardness  have  a  major  effect  on  the 
turning  operation.  In  general,  the  harder  the  material  the  more  difficult  it  is  to 
machine.  This  usually  causes  an  increase  in  cutting  temperature  which  is  a  result  of  an 
increase  in  friction.  Material  type  and  hardness  dictate  the  speeds,  feeds  and  depth  of 
cut  at  which  the  turning  operation  may  be  operated.  A  soft  material,  such  as  aluminum, 
may  be  run  at  higher  SFM’s,  feed  rates  and  DOC's  than  4100  series  steels. 

The  tooling  used  is  another  important  governing  factor  in  a  turning  operation. 
Currently,  there  are  many  tool  compositions  available  for  turning:  high  speed  steel, 
various  cemented  carbides,  and,  more  recently,  ceramics.  All  of  these  types  of  tools 
have  optimal  feeds,  speeds,  depth  of  cuts  and  material  types  they  work  best  with. 
However,  to  delve  deeper  into  this  subject  would  go  beyond  the  scope  of  this  report. 
Many  tests  and  magazine  articles  have  been  written  on  this  subject  (8,  9,  10). 

The  turning  and  boring  cutting  fluid  should  have  the  following  characteristics: 

1.  Provide  adequate  cooling. 

The  fluid  should  act  as  a  heat  conductor  to  remove  the  heat  from  the 
tool/workpiece  and  tool/chip  interfaces. 

2.  Possess  a  low  surface  tension. 

This  will  allow  the  fluid  to  penetrate  into  the  micro-openings  and  cracks 
at  the  tool/workpiece  and  tool/chip  interfaces. 

3.  Provide  lubrication. 

Reduce  the  high  frictional  forces  associated  with  turning  which  is 
accomplished  by  shortening  the  cutting  shear  plane. 

4.  Other  factors. 

Properties  such  as  rust  prevention,  bacteria  control,  mold  control  and 
operator  acceptance  are  other  factors  that  should  be  considered. 

3.5.2  RIA  Turning  and  Boring  Survey 

A  portion  of  the  following  represents  a  reiteration  of  Section  3.1.  It  is  presented 

here  again  to  add  continuity  to  this  discussion  and  allow  Section  3.4  to  be  complete  in 
itself.  ^ 


Seventy-five  percent  of  the  observations  for  turning  and  boring  exhibited  either 
extreme  wear  due  to  chipping  or  extreme  wear  due  to  cratering  without  evidence  of 
flank  wear  or  built-up  edge  (BUE)  effects  (see  Table  3.1-3).  This  observation  indicates 
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that  the  desired  balanced  wear  between  cratering  and  flank  wear  is  not  being  achieved 
Examples  of  the  observed  extreme  crater  wear  for  turning  and  boring  may  be  viewed  in 
figure  d.i-5.  The  scanning  electron  microscope  (SEM)  photomicrographs  indicate  that 
excessive  crater  wear  and  minimal  flank  wear  are  already  evident. 


On  site  observations  indicated  that  the  present  methods  for  physical  fluid 
apP®ared  to  be  adequate.  Sufficient  cutting  speeds  for  carbide  tools,  300- 
bUU  Sr  M,  for  the  most  part  were  achieved  which  essentially  eliminated  the  possibility 
ior  the  built-up  edge  mode  of  wear*  The  exceptions  were  when  older  low-speed 
machines  were  utilized.  In  some  cases  tool  rigidity  or  using  too  hard  of  a  carbide  grade 
may  have  also  contribued  to  initiate  chipping.  Insufficient  concentration  of  the  present 
cutting  tluid  or  the  utilization  of  an  inadequate  cutting  fluid  has  the  highest  probability 
ot  being  the  primary  cause  of  premature  tool  failure  by  the  undesirable  chipping  mode. 

A  summary  of  the  turning  and  boring  machining  data  collected  at  RIA  is 
displayed  in  Table  3.2-1  and  Table  3.2-2.  This  information  was  used  to  select  the  test 
parameters  used. 


3-5-3  Turning  and  Boring  Cutting  Fluid  Test  Selection 


Initially,  all  three  generic  types  of  cutting  fluids  were  to  be  tested  and  compared 
to  a  base  cutting  fluid  without  E.P.  additives.  The  base  fluid  is  number  one  in  Table 
3.5-1  and  the  initial  test  fluids  are  numbered  two  through  four.  All  of  the  initial  test 
fluids  except  number  one  are  considered  medium  to  heavy  duty.  Fluid  number  two  was 
chosen  as  a  test  fluid  because  it  is  currently  being  used  at  RIA.  Fluid  number  three  was 
selected  because  it  was  used  in  the  previous  grinding  tests  and  information  was  needed 
to  determine  if  a  good  grinding  fluid  could  also  be  a  good  turning  fluid.  The  semi- 
synt  letic  fluid  number  four  was  selected  because  of  its  low  sump  price  and  it  contained 
the  same  E  p.  additive,  chlorine,  as  test  fluid  number  two,  which  is  the  current  standard 
luid I  at  RIA.  Fluid  number  five  was  tested  because  it  contained  only  sulfur  which  is 
usually  considered  the  most  heavy  dity  E.P.  additive  considered.  Sulfur  usually 
becomes  active  at  higher  temperatures  than  chlorine.  The  combined  effects  of  chlorine 
and  sulfur  would  be  observed  during  the  testing  of  fluids  number  six  and  seven.  Test 
duid  seven  was  also  said  by  its  manufacturer  to  possess  the  ability  to  reduce  cobalt 
binder  degradation.  Test  fluid  eight  was  tested  because  it  was  the  only  fluid  supplied 

that  could  be  disposed  of  by  pouring  it  directly  into  a  city  sewer  system  without  waste 
treatment. 

3.5.4  Turning  and  Boring  Test  Design 

The  boring  test  was  combined  with  the  turning  test  due  to  the  similarities  of  both 
processes.  All  of  the  turning  tests  were  conducted  at  the  severest  turning  parameters 
used  at  RIA.  These  test  parameters  are  as  follows: 
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TURNING  AND  BORING  FLUIDS  SELECTED  FOR  TESTING 
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Full  Synthetic 
Semi-synthetic 


Tooling: 

SFM: 

Feed  Rate: 

Depth  of  Cut: 

Material: 

Fluid  Application: 

Test  Run  Length  Criteria: 


Carboloy  TNMA-543E-370,  uncoated  carbide  inserts 

800  surface  feet  per  minute 

.0153  inches  per  revolution 

.050  inches 

4140  steel 

Single  pipe  at  a  flow  rate  of  2  gallons  per  minute 

Each  test  was  continued  until  the  minimum  of 
.030  flank  wear  was  observed 


3.5.5  Test  Conditions 

All  tests  were  performed  on  a  Model  60  Monarch  lathe  located  in  the  machining 
research  laboratory  of  the  Colwell  Engineering  Center.  The  testing  arrangement  is 
shown  in  Figure  3.5-2,  which  illustrates  the  relationships  of  the  cutting  tool  to  the 
workpiece  and  the  cutting  fluid  application  system.  The  tool  holder  was  mounted  on  a 
Kristal  Instrument,  Piezoelectric  Machining  Dynamometer,  which  permitted  evaluation 
of  the  three  orthogonal  forces  generated  while  cutting  (see  Figure  3.5-3).  The  power 
was  monitored  by  a  Valenite  power  monitor  connected  directly  to  the  spindle  motor  of 
the  lathe.  The  output  signals  from  the  power  monitor  and  the  dynamometer  were 
recorded  in  analog  form  on  a  Honeywell  1858  Visicorder  Oscillograph.  The  signal  data 
were  later  reduced  to  digital  values  employing  sensor  calibration  factors  and  measuring 
the  signal  trace  deflection  at  the  point  of  interest  within  the  machining  event.  Tool 
wear  measurements  were  ascertained  off-line  utilizing  a  Gaertner  toolmaker's 
microscope.  In  keeping  with  the  majority  of  metal  cutting  research  work,  tool  wear  was 
defined  as  the  maximum  length  of  the  wear  pattern  observed  on  the  tool  flank  face. 

3.5.6  Turning  Test  Results 

Flank  wear  was  measured  for  each  cutting  fluid  evaluation  after  turning 
successive  increments  of  six  inches  in  the  X-direction.  This  procedure  was  continued 
until  at  least  .030  of  an  inch  of  flank  wear  was  measured.  These  data  were  taken  and  a 
linear  regression  analysis  was  performed  on  them.  A  sample  linear  regression  for  fluid 
number  two  is  displayed  in  Figure  3.5-4.  The  majority  of  the  linear  regressions  were 

calculated  utilizing  six  data  points.  Some  tests  used  five  points  due  to  increased  tool 
wear. 

Understanding  what  the  linear  regression  equation  represents  and  how  it  is 
formulated  is  important  when  interpreting  the  test  results.  Figure  3.5-4  shows  the  basic 
two-part  form  of  the  linear  regression:  the  slope  (.000533)  and  the  intercept  (.01466). 


The  steady  state  condition  which  occurs  after  the  tool's  initial  "break  in"  and 
before  catastrophic  failure  is  described  by  the  slope.  This  steady  state  condition  takes 
on  a  linear  relationship  that  describes  the  development  of  the  tool's  wear  scar.  The 
slope  may  be  used  to  compare  the  relative  performances  of  cutting  fluids.  Good  cutting 
fluids  will  have  a  lower  slope  while  poorer  cutting  fluids  will  have  steeper  slopes. 
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Figure  3>5-2.  Turning  Test  Arrangement. 
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Figure  3.5-3.  Dynamometer  Force  Configuration. 
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Figure  3.5-4.  Sample  Linear  Regression  for  Fluid  Number  Two. 
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The  intercept  value  is  not  a  direct  physical  measurement  but  it  in  effect 
represents  the  cumulative  results  of  rapid  tool  wear  which  occurs  on  a  new  tool  edge 
during  the  initial  stages  of  a  cut.  This  value  is  obtained  by  merely  extrapolating  the 
steady-state  wear  rate  back  to  its  intersection  of  the  flank  wear  axis  at  zero  cutting 
time.  Variations  observed  in  the  values  of  this  intercept  are  primarily  a  function  of 
variations  in  individual  cutting  edges.  There  may  be  minor  contributions  to  this  break- 
in  process  attributable  to  the  cutting  fluid,  but  the  major  effects  are  primarily  related 
to  the  cutting  tool. 

The  amount  of  metal  removed  to  reach  .030  of  an  inch  of  flank  wear  was 
calculated  for  each  test  fluid  using  the  linear  regression  analysis  data.  An  average 
value  was  used  for  the  intercept  when  calculating  these  values  because  its  value  is 
directly  influenced  by  the  initial  cutting  edge  of  individual  tools  which  are  subject  to 
some  variation.  This  will  allow  all  of  the  test  fluids  to  be  compared  from  the  same 
initial  starting  point. 

Force  and  power  data  was  also  collected  during  each  six-inch  X-direction  turning 
cut.  Five  or  six  data  points  were  averaged  for  each  test  fluid  depending  on  when  the 
tool  reached  .030  of  an  inch  of  flank  wear.  The  power  and  force  values  were  measured 
at  the  end  of  each  six-inch  X-direction  turning  cut. 


The  results  of  these  analyses  are  displayed  in  Table  3.5-2.  Also,  no  excessive 
flank  wear,  cratering  or  chipping  was  observed  during  the  tests  or  the  SEM  evaluations. 

3.5.7  Turning  and  Boring  Conclusion 

Two  histogram  graphs  were  computed  from  the  data  displayed  in  Table  3.5-2. 
The  first  graph  is  displayed  in  Figure  3.5—5  and  shows  the  cubic  inches  of  material 
removed  before  the  cutting  tool  used  with  that  fluid  reached  .030  of  an  inch  of  flank 
wear.  Also,  each  cutting  fluid  was  compared  by  percentage  of  increased  tool  life  to 
test  fluid  number  four.  This  graph  is  displayed  in  Figure  3.5-6.  The  graphs  indicate 
three  levels  of  fluid  performance;  the  first  group  having  a  low  performance  increase  of 
34%  and  the  second  group  having  a  moderate  increase  of  50%  to  66%.  As  much  as  a 
100%  improvement  in  tool  life  is  experienced  in  the  third  group.  These  latter  data  are 
displayed  in  more  detail  in  Table  3.5-3.  Also,  a  histogram  relating  the  different  prices 
are  presented  in  Figure  3.5-7. 

These  results  seem  to  indicate  that  high  performance,  medium  performance  and 
low  performance  groups  of  cutting  fluids  exist  for  the  test  parameters  utilized.  Note 
that  the  lower  sump  cost  fluids  have  a  higher  peformance  capability.  Cincinnati 
Milaeron's  Cimfree  238  has  the  lowest  sump  cost  with  the  highest  performance  level  in 
group  two.  Trimsol  has  the  highest  performance  level  of  all  the  cutting  fluids  tested 
and  is  the  only  fluid  in  group  three. 
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TURNING  TEST  RESULTS 
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Figure  3 . 5“ 5 -  Cubic  Inches  of  Metal  Removed  to  .030  of  an 
of  Flank  Wear  vs  Turning  Fluids  Tested. 
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Figure  3-5-6. 


Percent  of  Increased  Tool  Life  Compared  to 
Van  Straaten  550-P. 


MASTER 

TRIMSOL 


105 


CUTTING  FLUIDS  GROUPED  BY  TEST  PERFORMANCE 
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Figure  3-5 "7.  Price  to  Fill  a  50  Gallon  Sump  vs  Turning  Fluids  Tested. 
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Another  factor  that  affects  turning  performance  is  cutting  fluid  flow.  A  twentv- 

seven  percent  decrease  in  cubic  inches  of  metal  removed  was  observed  during  a  test 

conducted  with  a  slight  reduction  in  fluid  flow  (see  Figure  3.5-8).  A  linear  regression 

“5a"ng  the  ^  tasts  are  displayed  in  Figure  3.5-9.  Notice  the  difference  in  slopes 

»  n  n.  ,wear  rates  the  two  tests.  These  results  strongly  underscore  the  importance 
of  fluid  delivery  rates  to  the  cutting  zone.  importance 

3.6  Milling 

The  milling  section  will  review  the  basics  of  milling,  describe  the  manufacturing 

npv,C(fdlJtthS  obsei7ed  at  RIA>  review  Machining  Technology's  testing  procedures  and 
lew  the  results  of  these  tests.  These  subjects  are  presented  in  the  following 
subsections:  review  of  the  basics  of  milling,  RIA  milling  survey,  milling  cutting  fluid 

resulSS’SneWoL  deS'S"’  MaQhinir*  Technology's  test  conditions,  milling  test 
3-6.1  Review  of  the  Basics  of  Milling 

Milling  generates  a  machined  surface  through  progressively  removing  material 
from  a  workpiece  utilizing  a  single  or  multiple  tooth  cutter"  This  operation  invoTves  the 
relative  motions  between  a  rotating  cutter  and  an  independently  moving  workpiece. 

(seerFiguV3r6-l)aS1C  °f  milling:  PeriPheral  milling,  face  milling  and  end  milling 

m.t.  Peripheral  milling  or  slab  milling  utilizes  a  milling  cutter  that  contains  its 

cuttergaSsthO^  th?-  0UtSlde  of.  the  PeriPhery  and  in  many  cases  parallel  to  the  main 
cutter  axis.  Operations  using  formed  or  shaped  cutters  are  usually  done  by  peripheral 

millin?  *  usually  accomplished  using  a  milling  machine  with  a 
'  f  8  •  11  also  may  be  performed  using  the  circumferential  cutting 

°f  811  GKd  "l111*  7he  Process  °f  face  milling  uses  two  different  cutting  edges  to 
create  a  machined  surface.  The  periphery  of  the  individual  teeth  remove  rnost  of  the 
metal,  while  the  face-cutting  edges  machine  the  finish  of  the  newly  generated  surface, 
ace  milling  cutter  axis  is  perpendicular  to  the  workpiece  surface.  End  milling  can  be 

workpi e°cfePseur face"81  ^  fa08  An  end  mill’s  axis  is  Perpendicular  to  the 

,.  ..Thare  an°ther  basic  distinction  made  in  millir^  which  has  to  do  with  the 
direction  from  which  the  cutter  approaches  the  workpiece.  The  workpiece  can  be  fed 
either  with  or  against  the  direction  of  cutter  rotation.  When  the  cutter  rotates  in  the 
teed  direction,  the  technique  is  called  down  milling  or  climb  milling  (see  Figure  3.6-2). 
Up  milling  is  sometimes  called  conventional  milling. 

There  are  three  parameters  that  are  important  in  milling:  cutter  speed,  feed 
ra  e  and  depth  of  cut  (DOC).  There  are  two  methods  of  measuring  cutter  speed.  The 
tirst  is  rotational  speed  or  revolutions  per  minute  (RPM).  This  is  the  count  of  the 

flviT  i6r  °  t!me,s  tha^  a  rotating  object  makes  a  complete  revolution  around  the  spindle 
n  a  minute.  However,  this  is  not  an  accurate  method  of  describing  the  cutter 

vlrfpq'wit h f ‘ f11 1  a* b^aus%  the  Peripheral  cutting  speed  of  an  individual  milling  cutter 
i  s  diameter.  Cutting  speed  is  measured  in  surface  feet  per  minute  (SFM) 
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High  Flow 


Figure  3-5~8- 


Low  F 1 ow 


Pictures  of  Tests  run  at  two  Different  Fluid 
Flow  Rates. 
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Flank  Wear  Measurement  (Inches) 


Figure  3.5-9.  Linear  Regressions  Comparing  Regular  Flow  to  Low  Flow. 
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Figure  3*6-1.  An  Illustration  of  the  Basic  Types  of  Milling. 
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Figure  3.6-2.  An  Illustration  of  Up  and  Down  Milling. 


which  is 
stationary 


a  measure  of  the  actual  velocity  of  a  cutting  tooth  passing  across  the 
workpiece.  The  formula  for  calculating  SFM  appears  below: 


* 


SFM  -  (.262)  x  (Cutter  diameter)  x  (RPM) 
in  inches 


. ,  „llling,  feed  15  a  combination  of  the  machine's  feedrate,  the  cutter  diameter  and 
the  number  of  teeth  on  the  cutter  which  is  called  the  feed  per  tooth  (F.P  T  )  The  feed 
per  tooth  is  calculated  in  the  formula  below: 


p_p  p  -  Machine  Table  Speed  in  inches  per  minute 
Number  of  cutter  teeth  x  RPM 

Figure  °f  CUt  (D0C)  b  h0W  deep  the  cutter  Penetrates  the  workpiece  (see 

•  n  0th.?r  fa^?rs’  such  as  material  type,  material  hardness  and  tool  selection,  also 

!nn  wZ  Vi11^  ope:ation*  These  factors  ai>e  the  same  as  turning  and  are  cohered 
n  Section  3.5  1.  Also,  the  same  cutting  fluid  properties  should  be  utilized  as  in  turning 
These  properties  are  displayed  in  Section  3.5-1.  * 

3.6.2  RIA  Milling  Survey 

A  portion  of  the  following  represents  a  reiteration  of  Sections  3.1  and  3.2.  It  is 

presented  again  here  to  add  continuity  to  this  discussion  and  allow  this  section  to  be 
complete  in  itself. 

Milling  operations  at  RIA  can  be  placed  in  three  basic  categories:  face,  end,  and 
peripheral  milling.  These  operations  are  performed  on  either  N/C  or  conventional 
machine  tools.  The  N/C  equipment  was  operated  at  speed  ranges  of  400-700  SFM 
somewhat  higher  than  the  100-350  SFM  range  of  the  conventional  machines.  Many  of 
the  face  milling  operations  were  performed  without  the  use  of  a  cutting  fluid.  All  of 
the  milling  operations  are  displayed  in  Table  3.2-3. 

ov.  the  observed  tool  wear  was  in  the  form  of  chipping  (see  Table  3.1-3).  An 

xample  of  a  chipped  milling  cutter  may  be  observed  in  Figure  3.1-7.  Notice  how 
?e  “I?  f0r"!S  °f  tODl  wear  are  in  comparison  to  the  micro  fracturing  of  the 

than  m?+de  °f  t0Ql  failure  can  be  caused  by  using  a  slower  surface  speed 

than  for  which  the  cutting  tool  was  designed.  Another  reason  could  be  a  lack  of  rigidity 

,  h  ^fetup-  ,7**}  most  probable  cause  of  chipping  is  insufficient  cooling  or  lack  of 
lubrication  at  the  tool/workpiece  interface.  This  condition  may  be  caused  by  applying 

f™dinnnfUldStt-°  tne  iCf1/W°rkpieCe  interface  in  insufficient  quantities,  using  an 
nadequate  cutting  fluid  for  the  machining  operation  or  utilizing  a  cutting  fluid  below 

nlrHC0Tei  ^  eoneentration  level-  All  of  the  N/C  milling  equipment  seemed  to 
Older  a.a^equate  cutting  fluid  flow  on  the  tool  and  workpiece.  However,  many  of  the 

were  ™ “  Sf1°P  M  had  minimal  nuid  n<>»  and.  i"  “me  cases,  operations 
fluid  .LncSatTonTevT  "S  Were  ^  haVing  ‘°Wer  tha"  ret!°m"'<!"ded 
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3.6.3  Milling  Test  Fluid  Selection 


Initially,  all  three  generic  types  of  cutting  fluids  were  to  be  tested  and  compared 
to  a  base  cutting  fluid  without  E.P.  additives.  The  base  fluid  is  number  one  in  Table 
3.6-1  and  the  initial  test  fluids  are  numbered  two  through  four.  All  of  the  initial  test 
fluids  were  considered  medium  to  heavy  duty  except  number  one.  Fluid  number  two  was 
selected  as  the  emulsion  test  fluid  because  it  is  currently  being  used  at  RIA.  Fluid 
number  three  was  chosen  as  the  full  synthetic  test  fluid  because  past  tests  have  proven 
it  to  be  effective  and  economically  superior.  Also,  it  is  currently  used  at  RIA.  The 
semi-synthetic  fluid  number  four  was  chosen  because  of  its  past  performance  record  in 
turning. 

After  initial  evaluations,  additional  products  were  tested,  full  synthetic  fluid 
number  five  was  tested  because  it  contained  similar  properties  to  test  fluid  one,  which 
was  showing  superior  performance.  Test  fluid  six  was  selected  because  of  the  results  of 
test  fluid  four,  showing  that  a  semi-synthetic  performed  well.  Both  fluids  were  semi¬ 
synthetics  with  number  six  having  a  much  lower  50  gallon  sump  cost. 

3.6.4  Milling  Test  Design 

All  of  the  milling  tests  were  conducted  at  the  severest  milling  parameters  used 
at  RIA.  These  test  parameters  are  as  follows: 


Tooling: 

SFM: 

Chipload: 

Feed: 

Cutter  Diameter: 
Depth  of  Cut: 
Material: 

Fluid  Application: 
Test  Run  Criteria: 

3.6.5  Test  Conditions 


Valenite  MSN75-168-4R3-125,  end  mill  tool  holder 
Valenite  SNEA-432,  VC-55  carbide  insert 

660 

.003  inches/tooth 
4.625  inches/min. 

1.680  inches 
.050  inches 
4140  steel 

Single  pipe  at  a  flow  rate  of  2  gallons  per  minute 

Each  test  was  run  until  .010  inches  of  flank 
wear  was  observed. 


All  of  the  tests  were  performed  on  a  Kearney  &  Tecker  Model  SHP-2CH  mill 
located  in  the  Machining  Research  Laboratory  of  the  Colwell  Engineering  Center.  The 
test  arrangement  is  shown  in  Figure  3.6-3  which  illustrates  the  relationship  of  the 
cutting  tool  to  the  workpiece  and  the  cutting  fluid  application  system.  The  workpiece 
was  mounted  on  a  Kristal  Instrument  piezoelectric  machining  dynamometer  which 
permitted  evaluation  of  the  three  orthogonal  forces  generated  while  cutting  (see  Figure 
3.6-4).  The  output  signals  from  the  dynamometer  were  recorded  in  analog  form  on  a 
Honeywell  1858  visicorder  oscillograph.  The  signal  data  were  later  reduced  to  digital 
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MILLING  FLUIDS  SELECTED  FOR  TESTING 
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Figure  3.6-3-  A  Photograph  of  the  Hilling  Testing  Arrangement. 
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Figure  An  Illustration  of  the  Dynamometer  Cutting  Forces  Measured. 
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a  ues  employing  sensor  calibration  factors  and  measuring  the  signal  trace  deflection  at 
he  point  of  interest  within  the  machining  event.  Tool  wear  measurements  were 
ascertained  utilizing  a  Gaertner  toolmaker's  microscope.  In  keeping  with  the  majority 
o  metal  cutting  research  work,  tool  wear  was  defined  as  the  maximum  length  of  wear 
pattern  observed  in  the  tool  flank  face. 


3.6.6  Milling  Test  Results 


The  milling  was  accomplished  using  a  single  carbide  insert  in  a  1.68  inch 
diameter  milling  cutter  body.  Flank  wear  was  measured  after  milling  the  full  length  of 
a  1.8  x  6  x  4"  test  block.  Each  test  was  continued  until  at  least  .010  of  an  inch  of 
[.lank  wear  was  observed.  Linear  regressions  were  performed  on  these  data.  A  sample 
linear  regression  is  displayed  in  Figure  3.6.5  for  fluid  number  one.  The  linear 
regressions  were  plotted  using  six  or  seven  flank  wear  observations,  depending  on  the 
test  s  tool  wear  rate.  Using  the  average  of  all  the  test  intercepts  to  calculate  the 
amount  of  material  removed  to  .010  inches  of  flank  wear,  as  described  in  the  turning 
and  boring  section  3.5.6,  was  again  used  in  milling.  Portions  of  Section  3.5.6  will  be 
reiterated  to  maintain  continuity.  Figure  3.6-5  illustrates  the  basic  two-part  form  of 
the  linear  regression  for  fluid  number  1:  the  slope  (.00022)  and  the  intercept  (.001071). 


The  steady  state  condition  which  occurs  after  the  tool's  initial  break-in  and 
efore  catastrophic  failure  is  described  by  the  slope.  This  steady  state  condition  takes 
on  a  linear  relationship  that  describes  the  development  of  the  tool's  wear  scar  The 
slope  may  be  used  to  compare  the  relative  performances  of  cutting  fluids.  Good  cutting 
luids  will  have  a  lower  slope,  poorer  cuttirg  fluids  will  have  a  steeper  slopes. 


The  intercept,  in  general,  is  the  extrapolation  of  data  back  to  a  zero  point.  In 
the  case  ol  the  cutting  fluid  tests,  the  intercept  represents  the  point  just  before  initial 
oo  wear  contact.  Initially,  the  tool  wear  process  proceeds  at  an  extremely  rapid  rate 
until  the  tool  breaks  in".  The  intercept  takes  into  account  the  initial  cutting  edge  of 
the  tool  during  "break  in",  which  describes  the  initial  condition  of  the  cutting  edge  from 
the  manufacturer  and  a  slight  contribution  of  the  cutting  fluid 


Th^  amount  of  metal  removed  to  reach  .010  of  an  inch  of  flank  wear  was 
calculated  for  each  test  fluid  using  the  linear  regression  analysis  data.  An  average 
value  was  used  for  the  intercept  when  calculating  these  values  because  its  value  is 
directly  influenced  by  the  initial  cutting  edge  of  individual  tools  which  are  subject  to 

some  variation.  This  will  allow  all  of  the  test  fluids  to  be  compared  from  the  same 
initial  starting  point. 


Force  data  were  also  collected  during  each  six-inch  milling  pass.  Six  or  seven 
ata  points  were  averaged  for  each  test  fluid,  depending  on  when  the  tool  reached  .010 

ol  an  inch  of  flank  wear.  The  force  values  were  measured  at  the  end  of  each  six-inch 
muling  pass. 


fio  u  ThG  resUults  of  these  a^yses  were  displayed  in  Table  3.6-2.  Also,  no  excessive 
ilank  wear  or  chipping  was  observed  during  the  tests  or  the  SEM  evaluations. 
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Flank  Wear  Measurement  (inches) 


r.ais 


X  Flank  Wear  Measuring  Point  (inches) 

Figure  3.6-5.  A  Linear  Regression  for  Fluid  Number  One. 
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3.6.7  Milling  Conclusion 


Tw°  histogram  graphs  were  computed  from  data  displayed  in  Table  3.6-2.  The 
first  graph  is  presented  in  Figure  3.6-6  and  shows  the  cubic  inches  of  material  removed 
when  the  cutting  tool  used  with  that  fluid  reached  .010  of  an  inch  of  flank  wear.  Also 
each  cutting  fluid  was  compared  by  percentage  of  increased  tool  life  to  test  fluid 
number  five,  which  had  the  lowest  performance  of  the  fluids  tested  (see  Figure  3.6-7). 
The  graphs  indicate  that  the  fluids  performed  almost  equally.  A  maximum  difference 
in  performance  of  only  24%  was  observed.  The  two  top  performers  were  DoAll's  470 
and  Cincinnati  Milacron's  Cimfree  238.  Both  of  these  fluids  do  not  contain  sulfur  and/or 
chlorine  E.P.  additives. 


The  milling  operation  with  the  interrupted  cut  does  not  generate  enough  heat  to 
produce  the  chemical  reaction  required  to  release  these  additives.  When  this  condition 

anrf/nr  iS °r  ofl1ike  ^brication  properties  without  chlorine 
and/or  sulfur  E.P.  additives  provide  a  slight  increase  in  milling  performance. 

The  fifty  gallon  sump  cost  for  each  of  these  fluids  is  displayed  in  Figure  3.6-8. 
The  economics  of  the  fluid  is  very  important  in  milling  due  to  the  closeness  of  the 
performance  data  of  all  the  cutting  fluids  tested.  The  fluid  that  shows  high 
performance  and  has  a  low  sump  cost  is  Cincinnati  Milacron's  238.  The  lower  sump  cost 
and  the  potentially  longer  sump  life  of  a  full  synthetic  fluid  may  outweigh  the  additional 
six  percent  increase  in  milling  performance  DoAll's  Wheelmate  470  offers.  The  DoAll 
Wheelmate  470  has  the  highest  fifty  gallon  sump  cost  which  is  almost  $6.00  higher  than 
Cimfree  238  s.  A  careful  economic  analysis  must  be  made  before  a  milling  cutting 
fluid  can  be  selected.  Another  governing  factor  in  selecting  the  milling  cut¬ 
ting  fluid  is  what  fluid  would  be  superior  for  grinding,  turning,  and  boring. 
The  performance  increase  between  the  optimal  grinding,  turning  and  boring 
fluid  and  the  optimal  milling  fluid  may  not  warrant  the  increase  logistics 
cost  for  maintaining  an  additional  cutting  fluid. 


3.7  Drilling  and  Tapping 

The  drilling  section  will  review  the  basics  of  drilling,  describe  the  manufacturing 

procedures  observed  at  RIA,  review  Machining  Technology's  testing  procedures  and 

review  the  results  of  these  tests.  These  subjects  are  presented  in  the  following 

subsections:  review  of  the  basics  of  drilling,  RIA  drilling  survey,  drilling  cutting  fluid 

!fonueleCi10n’  d,nmng  test  desiSn>  Machining  Technology's  test  conditions,  drilling  rest 
results  and  conclusions.  6 

n  7,he  °Peration  will  not  be  addressed  in  this  phase  of  the  program. 

Currently,  fluids  are  being  examined  that  may  be  applicable  for  both  turning  and 
tapping  operations.  However,  additional  data  must  be  developed.  The  current  tapping 
material,  Johnston's  tapping  wax,  is  performing  adequately  for  the  modest  amount  of 
tapping  that  was  observed  being  done  at  RIA. 
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Figure  3.6-6.  Cubic  Inches  of  Metal  Removed  to  .010 
of  an  inch  of  Flank  Wear  vs  Milling 
Fluids  Tested. 
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3.7.1  Review  of  the  Basics  of  Drilling 

During  the  drilling  process  cutting  occurs  on  the  straight  edges  (lips)  and  on  the 
chisel  edge  at  the  tip  of  the  drill.  The  web  which  is  the  distance  between  the  straight 
cutting  edges  is  necessary  to  protect  the  drill  point  and  stiffen  the  drill.  The  chips 
created  at  the  cutting  edges  travel  up  the  axis  of  the  drill  along  the  flutes.  AH  of  the 
drill's  cutting  is  accomplished  on  the  periphery,  except  near  the  outer  corner,  which  is 
like  an  end  cutting  edge  of  a  lathe  tool.  The  drill  diameter  is  decreased  over  a  portion 
of  its  circumference  leaving  a  short  land  or  margin  at  the  full  diameter  to  support  the 
drill  against  the  hole.  This  reduces  the  frictional  forces  between  the  drill  and  the  hole. 
Also,  the  diameter  along  the  length  of  the  drill  is  slightly  reduced  towards  the  shank  to 
give  it  further  clearance.  The  point  angle  is  like  the  side  cutting  edge  of  a  lathe  tool. 
It  gives  the  drill  gradual  entry  into  the  work,  influences  the  chip-flow  direction  and 
alters  the  forces  on  the  cutting  edges.  Figure  3.7-1  illustrates  the  parts  of  a  standard 
twist  drill. 

There  are  three  main  parameters  used  in  drilling:  speed,  feed  rate  and  aspect 
ratio,  or  hole  depth  in  relation  to  its  diameter.  The  speed  of  a  drill  is  measured  by  the 
rate  the  periphery  of  the  tool  moves  in  relation  to  the  workpiece.  The  common  term 
for  this  is  surface  feed  per  minute  (SFM).  The  formula  to  calculate  SFM  is  displayed 
below.  *  J 


SFM  -  .262  x  RPM  x  Drill  Diameter  in  Inches 

Drilling  feed  rates  are  governed  by  the  size  of  the  drill,  machineability  of  the 
material  being  used  and  the  depth  of  hole.  Small  drills,  hard  material  and  hole  depths  in 
excess  of  3-4  drill  diameters  require  additional  consideration  in  selecting  feed  rates 
because  these  conditions  make  drilling  more  difficult.  The  feed  rate  is  measured  in 
inches  per  revolution.  The  hole  depth  is  the  distance  the  hole  is  drilled. 

The  cutting  fluid  used  in  a  drilling  operation  should  possess  the  following 
qualities:  it  should  first  lubricate  the  contact  surfaces  between  the  tool  and  the  work. 
This  will  reduce  friction  which  will  reduce  the  heat  generated.  Also,  the  fluid  should 
lubricate  the  chip  and  the  top  surface  of  the  drill.  This  will  prevent  the  chips  from 
sticking  to  the  drill.  The  cooling  ability  is  an  important  property  of  a  drilling  fluid. 
The  fluid  should  have  the  ability  to  carry  away  heat  at  the  same  rate  it  is  generated. 
This  also  emphasizes  the  need  for  a  copious  fluid  flow  in  a  drilling  operation.  Chip 
disposal  is  another  important  cutting  fluid  function.  Other  factors,  such  as  rust 
prevention,  bacteria  control,  mold  control  and  operator  acceptance,  should  be 
considered. 

3.7.2  RIA  Drilling  Survey 

It  is  apparent  from  the  RIA  Manufacturing  Process  Data  Analysis  Sheet  for 
Drilling  (see  Figure  3.2-4)  that  all  of  the  drilling  operations  were  conducted  at  common 
parameters.  Most  of  the  holes  had  aspect  ratios  in  the  two  to  three  range  with  one 
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Figure  3-7-1.  An  Illustration  of  a  Twist  Drill 


Observations  of  worn  drills  at  HI  A  indicated  operators  removed  drills  from 
rendition  exPeneno>'«  catastrophic  damage  to  the  drill  point,  a  desirable 


3*7.3  Drilling  Test  Fluid  Selection 

tn  o  aVhr,ee  ^euneriC  types  °f  cuttine  fluids  were  to  be  tested  and  compared 

7ibfla  E*P*  additives*  The  base  fluid  is  number  one  in  Table 

3.7-1  and  the  initial  test  fluids  are  numbered  two  through  four.  All  of  the  initial  test 
fluids  were  considered  medium  to  heavy  duty  except  number  one.  Fluid  number  two  was 
m a  pi  £  representative  emulsion  test  fluid  because  it  is  currently  being  used  at 
RIA.  Fluid  number  three  was  chosen  as  the  full  synthetic  test  fluid  because  past  tests 
have  proven  ,  to  be  effective  and  econom.cally  superior.  Also,  it  is  being  used  at  “ 

record™Si£  ^  ^  SeIe0ted  beoause  of  its  P85*  Performance 


.  •  ^ter-  tests’  ful1  synthetic  fluid  number  five  was  tested  because  it 

peJ’form^ce.01  proPerties  to  test  three  which  was  demonstrating  superior 


3.7.4  Drilling  Test  Design 


»f  ria  ATh°f  ‘h,e  f iUing  ‘?StS  Were  condue,ed  at  the  severest  drilling  parameters  used 
at  RIA.  These  test  parameters  are  as  follows: 


Tooling: 

SFM: 

Chipload: 

Feed: 

Depth  of  Hole: 
Material: 

Fluid  Application: 
Test  Run  Criteria: 

3.7.5  Test  Conditions 


.250  inch  Union  Twist  Drills,  List  236  BLUE. 

41-10154 

60  ft/min 

.027  inches/revolution 
3.300  inches/min 
.500  inches 
4140  Steel 

Single  pipe  at  a  flow  rate  of  2  gallons  per  minute 

Fifteen  holes  were  drilled  for  each  test.  Flank 
wear  measurements  were  taken  after  every  fifth  hole. 


1n_  .  ,  •  <-1  twf  tfStS  Were  Performed  on  a  Kearney  &  Trecker  Model  SHP-2CH  mill 

in  the  Machining  Research  Laboratory  of  the  Colwell  Engineerirg  Center.  The 
test  arrangement  is  shown  in  Figure  3.7-2,  which  illustrates  the  relationship  of  the  drill 

on  KriSr?  T*  the  futting  fluid  application  system.  The  workpiece  was  mounted 

evaluation  of1  piezoelectric  machining  dynamometer  which  permitted 

evaluation  of  the  two  forces  generated  while  drilling  (see  Figure  3.7-3)-  the  normal 

force  and  the  drill  torque.  The  output  signals  from  the  dynamometer  were  reeorTd 
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DRILLING  FLUIDS  SELECTED  FOR  TESTING 
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Figure  3*7“2.  Photographs  of  the  Drilling  Test  Arrangement. 
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Figure  3.7 


2 

o 


3.  An  Illustration  of  the  Dynamometer  Forces  Measured. 
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analog  form  on  a  Honeywell  1858  visicorder  oscillograph.  The  signal  data  was  later 
reduced  to  digital  values  employing  sensor  calibration  factors  and  measuring  the  signal 
trace  deflection  at  the  point  of  interest  within  the  machining  event.  Tool  wear 
measurements  were  ascertained  utilizing  photographs  of  the  test  tools.  These  pictures 
were  taken  at  12X.  Spindle  power  was  not  recorded  because  the  mill's  spindle  motor 

also  operated  the  head  and  table  drives.  Such  a  condition  would  given  inaccurate  power 
readings.  ^ 


3.7.6  Drilling  Test  Results 

.  •„  „  T?e  drilling  was  accomplished  using  a  standard  one-quarter  inch  drill  which 
drilled  through  a  one-half  inch  metal  plate  fifteen  times.  During  the  drilling  of  each 
hole  force  measurements  were  taken  for  the  drilling  torque  and  the  normal  force.  The 
lorce  measurements  used  for  comparison  were  taken  at  the  end  of  the  fifteenth  hole. 
Aiso,  tooi  wear  was  observed  under  a  Gaertner  toolmaker's  microscope  after  every  fifth 
hole  drilled.  Pictures  of  the  test  drills  were  taken  after  the  fifteenth  hole  was  drilled 
under  12X  magnification  for  every  test  (see  Figures  3.7-4  through  3.7-8).  The  force 
data  and  comments  on  the  observed  drill  wear  is  displayed  in  Table  3.7-2. 

3-7.7  Drilling  Test  Conclusions 


Tiwo  hlst°gram  graphs  were  computed  from  the  data  displayed  in  Table  3.7-2. 
The  first  graph  is  presented  in  Figure  3.7-9  which  shows  the  torque  around  the  drill  that 
no  cutting  fluid  displayed  a  marked  torque  performance  increase  over  all  the  fluids 
tested.  However,  Figure  3.7-10  displays  a  histogram  graph  of  the  normal  (Fz)  forces. 
Here  there  is  as  much  as  28%  difference  between  force  levels.  These  differences  are 
further  detailed  by  Figure  3.7-11  which  graphs  all  of  the  fluids  tested  compared  to 
Trim  sol  winch  produced  the  highest  Fz  test  force.  The  graph  presents  the  percent  tools 
under  12X  magnification  supports  the  distribution  displayed  in  Fz  force  graph  in  Figure 
3.7-10  Both  Cincinnati's  Cimfree  238  and  Norton's  Wheelmate  674  displayed  less  point 
wear  than  the  other  three  fluids  tested.  Another  factor  to  consider  is  the  fifty  gallon 
sump  price  for  each  fluid.  Cincinnati  Milacron's  Cimfree  238  has  the  lowest  cost  of  the 
high  performing  fluids  (see  Figure  3.7-12). 

3.8  Broaching 


.  D,  a  ThiS,  sJection  wil1  review  the  basics  of  broaching,  describe  the  processes  observed 
at  KIA,  and  discuss  the  results  of  the  evaluation  conducted. 

3*8.1  Review  of  the  Basics  of  Broaching 


* 


Broaching  k  ^  °Peration  used  to  cut  forms  in  metal  workpieces  with  multi¬ 
toothed  cutters.  Many  types  of  broaches  are  presently  in  use,  but  all  have  several 
common  features.  First,  the  broach  tools  themselves  usually  have  complicated 
geometries.  This  results  in  difficult,  time  consuming  resharpenings.  Thus  broaching  is 
cost  effective  only  for  large  lots  of  parts  where  the  life  of  the  broach  tool  can  be  fully 
utilized.  Secondly,  the  cutting  speeds  used  on  broaches  are  relatively  low,  usually 
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Figure  A  Drill  Tested  With  Cincinnati  Milacron's 

Cimfree  238. 
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Figure  3 • 7“ 5 •  A  Drill  Tested  With  Norton's  Wheelmate  67^. 
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Figure  3 - 7— 6 .  A  Drill  Tested  With  Master  Chemical's  Trimsol. 
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Figure  3 - 7~7.  A  Drill  Tested  With  DoAll's  *470. 
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Figure  3*7_8.  A  Drill  Tested  With  Valvoline  Oil's  Adcool-2. 
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DRILLING  TEST  RESULTS 
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Figure  3. 7-9- 


Drill  Axis  Torque  vs  Drilling  Fluids 
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Figure  3-7-10. 


F(Z)  Force  vs  Drilling  Fluids  Tested. 
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Figure  3-7-11.  Percent  F(Z)  Force  Reduction  Compared  to  Trimsol. 
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Price  to  Fill  a  50  Gallon  Sump  vs  Drilling  Fluids  Tested. 
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Figure  3-7-12 


slower  than  twenty  feet  per  minute.  But  the  metal  removal  rates  are  high  due  to  the 
fact  that  broach  tools  have  many  cutting  edges  in  contact  with  the  workpiece  at  one 
time  removing  unwanted  material.  For  large  quantity  production  of  machinable  alloys, 
usually  broaching  is  more  economical  than  any  other  type  of  machining  operation. 

The  broach  tool  is  the  main  part  of  the  process.  Rough,  semi-finish  and  finished 
cutting  teeth  are  combined  in  one  tool.  Many  broaching  tools  can  finish  a  rough  surface 
in  a  single  stroke.  A  broach  tool  resembles  a  wood  rasp  with  its  slightly  tapered  bar 
with  rows  of  cutting  teeth.  Exterior  broaching  is  when  the  tool  is  pulled  or  pushed 
across  a  workpiece  surface  or  the  surface  may  move  across  the  tool.  Internal  broaching 
is  when  a  broach  is  inserted  in  a  starter  hole  in  the  workpiece  and  then  pushed  or  pulled 
through  it.  Most  irregular  cross  sections  can  be  broached  as  long  as  all  surfaces  of  the 
section  remain  parallel  to  the  direction  of  the  broach  travel.  Push  broaches  may  be 
used  to  broach  blind  holes.  Broach  length  is  determined  by  the  amount  of  stock  to  be 
anC*  ky  the  machine  stroke.  The  length  of  an  internal  push  broach 

s  uld  not  exceed  twenty- five  times  its  diameter  of  the  finishing  teeth  and  a  pull 
broach  is  limited  by  seventy-five  times  the  diameter  of  the  finishing  teeth. 


the  major  considerations  in  broaching  involve  speed,  rise  per  tooth  (RPT),  and 
tooth  design.  Broach  speed  is  governed  by  machine  limitations  and  hardness  of 
material.  Speed  is  the  rate  at  which  the  broach  teeth  pass  over  the  workpiece.  Speed  is 
usually  measured  in  feet  per  minute.  Broaching  feed  rate  is  measured  in  rise  per  tooth. 

he  nse  per  tooth  is  the  difference  in  height  between  each  tooth.  Usually  the  roughing 
section  has  a  greater  rise  per  tooth  than  the  finishing  section.  Tooth  design  is  an 
important  aspect  in  broaching.  Unlike  turning  or  milling,  the  chip  does  not  have  a  place 
to  exit  and  must  be  accommodated  in  the  broach  tooth.  The  tooth  must  also  be 
designed  in  such  a  way  to  create  the  final  form.  The  broach  must  be  designed  in  a 
manner  that  it  will  maintain  contact  with  at  least  two  teeth  at  the  same  time. 

Tutting  fluid  selection  for  broaching  operations  is  unique  because  of  the  low 
cutting  speeds  experienced.  The  properties  that  are  desired  for  broaching  fluids  are 
primarily  lubrication  oriented.  Thus  correctly  formulated  oils  perform  with  results 
which  are  superior  to  the  results  which  would  be  obtained  with  the  best  water  soluble  oil 
or  synthetic  fluids.  Conventional  methods  to  fortify  a  broaching  oil  would  be  the 
addition  of  chlorine,  free  sulfur,  and  combined  sulfur  as  E.P.  additives.  All  of  these 
additives  react  with  the  metal  on  the  cutting  edge  of  the  tool  and  on  the  workpiece, 
creating  a  solid  film  layer.  This  layer  minimizes  welding  and  built-up-edge  which  are 
very  common  modes  of  tool  wear  when  broaching.  The  only  problems  resulting  from 
fortified  broach  oils  are  operator  related.  Sometimes  the  active  E.P.  additives  may 
cause  dermatitis,  and  some  operators  find  the  sulfur  odor  offensive. 


(  utting  fluid  application  is  very  important  in  broaching.  Fluid  must  make 
contact  with  the  broach  teeth  and  workpiece  in  order  to  produce  an  active  film  between 
the  broach  tooth/workpiece  interface.  An  optimal  method  of  fluid  application  in  ID 
broaching  is  pumping  cutting  fluid  through  the  ID  under  pressure. 
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3.8.2  RIA  Broaching  Survey 

The  broaching  operation  is  not  widely  used  at  the  Rock  Island  Arsenal  because 
most  of  the  production  quantities  are  small  lots  of  parts  with  complex  geometries. 
Ihere  was  only  one  broaching  operation  in  production  during  the  April  28,  1980  visit  to 
the  Arsenal.  This  operation  consisted  of  producing  the  rifling  internally  in  50  caliber 
machine  gun  barrels.  The  following  data  are  typical  for  this  operation: 


SFM: 

Length  of  Cut: 
Rise/Tooth: 

Total  Depth  of  Cut: 


10  ft/min 
2.5  ft 

0.0005  inch 

0.010  inch  lands 
0.050  inch  grooves 


.This,  operation  is  a  typical  broach  operation  at  RIA.  After  observing  the 
operation  for  a  period  of  time,  it  was  evident  that  no  large  advances  could  be  made  in 
the  area  of  cutting  fluid  technology.  Fluid  application  was  excellent.  The  cutting  oil 
was  delivered  to  the  broach  with  a  collet  and  the  application  pressure  was  300  psi, 
assuring  that  there  was  sufficient  fluid  for  the  cutting  operation.  The  broach  tool  was 
removed  from  the  machine  after  each  pass.  As  soon  as  tearing  was  evident,  the  broach 
was  sent  to  the  tool  room  for  resharpening.  During  this  operation  the  operator  was  in 
direct  contact  with  the  oil.  The  oil  being  used,  Poly-Form  Oil's  Topaz-7/100,  which 
utilized  bromine  E.P.  additives.  This  oil  did  not  have  a  disagreeable  odor.  Conven¬ 
tional  sulfur  and  chlorine  E.P.  additives  would  have  questionable  odors,  maybe  causing 
operafor  problems.  Therefore,  gains  made  by  experimentation  in  the  area  of  broaching, 
either  by  fluid  selection,  or  by  application  methodology  would  have  minimal  impact  on 
overa  RIA  fluid  application  costs  at  this  time.  In  the  future,  after  major  changes  in 
closed-loop  fluid  delivery  and  reprocessing  systems  have  been  accomplished,  the 
broaching  operation  will  be  re-examined. 

3*9  Preliminary  Cutting  Fluid  Application  Matrix 

,  In.  order  .t0  develop  the  preliminary  cutting  fluid  application  matrix,  results  of 
the  cutting  fluid  tests  were  ranked  for  each  machining  process.  This  ranking  was 
accomplished  by  comparing  each  fluid  to  the  worst  performing  fluid  in  the  machining 
category  being  evaluated.  The  fluids  having  the  highest  percentage  performance 
increase  were  ranked  in  group  number  three,  and  those  with  the  lowest  were  positioned 

in  group  one.  The  remaining  fluids  were  ranked  in  the  middle  or  group  two.  For 

example,  in  the  turning  tests,  Van  Straaten's  550-P  was  the  lowest  performing  fluid 

with  the  cubic  inches  to  .030  inch  flank  wear  (C.30  FW)  equal  to  10.20  cubic  inches. 

Trimsol  has  a  C.30  FW  of  20.41  cubic  inches,  which  is  a  100%  improvement.  Thus, 

1  rim  sol  was  positioned  in  group  three.  Norton  811  has  a  C.30  FW  of  16.59  cubic  inches 
which  is  a  63%  improvement  over  550-P  and  it  is  positioned  in  group  two.  When  the 
cutting  fund  test  results  are  clustered  close  together,  such  as  in  grinding,  the  grouping 
is  done  slightly  different.  The  highest  performing  fluids  are  positioned  in  group  three. 
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However,  the  lower  performers  are  then  placed  in  group  two  because  they  are  so  close 
to  the  high  performers.  No  fluids  are  positioned  in  group  one.  All  of  the  test  fluid 
groupings  are  displayed  in  the  following  tables:  Table  3.9-1,  Turning;  Table  3.9-2, 
Milling;  Table  3.9-3,  Drilling;  and  Table  3.9-4,  Grinding. 

All  of  the  test  results  were  then  grouped  into  one  summary,  Table  3.9-5.  From 
this  table,  the  preliminary  application  matrix,  it  can  be  seen  that  not  all  of  the  same 
fluids  are  consistently  in  any  one  grouping  for  all  the  machining  operations  examined. 
The  most  consistent  high  performing  fluid  is  Cincinnati  Milacron's  Cimfree  238,  which  is 
in  group  three  in  three  out  of  the  four  machining  operations  examined  Trimsol  was 
ranked  in  group  three  in  two  out  of  the  four  processes.  Overall  these  fluids  perform 
similarly  on  most  manufacturing  operations.  However,  during  some  conditions  one 
outperformed  the  other. 

A  ranking  method  to  determine  which  of  these  two  cutting  fluids  performed  the 
best  for  all  of  the  manufacturing  processes  was  developed.  Each  fluid  was  given  a 
ranking  value  for  each  manufacturing  process  corresponding  to  the  group  number  it  was 
positioned  in.  The  summation  of  these  values  for  all  the  processes  becomes  the  fluid's 


overall  fluid  ranking.  For  example, 
calculates  its  overall  fluid  ranking: 

Cimfree  238 

has  the 

following  values  which 

Fluid 

Manufacturing  Process 

Group 

M 

Rank 

Milling 

3 

3 

Turning  &  Boring 

2 

2 

Drilling 

3 

3 

Grinding 

3 

Total 

3 

11 

Overall  Fluid  Ranking  =  11 

Cimfree  238  scored  eleven  points  on  this  ranking  scale  which  ranked  it  the  best. 
Trimsol  scored  eight  points  which  made  it  a  close  second. 


The  preliminary  cutting  fluid  application  matrix  was  developed  to  specify  the 
optimal  cutting  fluid  for  every  machining  process  application  and  for  all  material  types. 
Initially,  this  was  thought  to  be  in  the  form  of  a  three-dimensional  matrix.  Limiting  the 
materials  to  4100  series  steel  eliminated  the  need  for  the  third  axis  which  simplified  the 
matrix  to  a  two-dimensional  table  which  is  displayed  in  Table  3.9-5.  This  table 
indicates  that  both  a  heavy  duty  fluid  and  a  light  duty  fluid  can  have  equal  performance 
in  some  applications.  For  example,  in  milling  DoAll's  Wheelmate  470  without  E.P. 
additives  outperforms  Trimsol  with  a  chlorine  additive.  This  demonstrates  the 
importance  of  cutting  fluid  evaluation  testing  at  the  exact  machining  parameters  used 
in  production.  It  also  demonstrates  that  the  names  such  as  light  duty  and  heavy  duty 
may  be  misleading  in  the  area  of  cutting  fluid  application. 
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TURNING  CUTTING  FLUIDS  GROUPED  BY  TEST  PERFORMANCE 
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HILLING  CUTTING  FLUIDS  GROUPED  BY  TEST  PERFORMANCE 
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DRILLING  CUTTING  FLUIDS  GROUPED  BY  TEST  PERFORMANCE 
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GRINDING  CUTTING  FLUIDS  GROUPED  BY  TEST  PERFORMANCE 
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PRELIMINARY  CUTTING  FLUID  APPLICATION  MATRIX 
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Group  3  -  High  Performance 


4.0  CONCLUSIONS 


As  a  result  of  Phase  I's  activities,  a  series  of  conclusions  and  observations  have 
been  developed  which  can  be  conveniently  subdivided  into  the  following  categories:  RIA 
manufacturing  processes  and  materials,  RIA  current  cutting  fluid  system,  and  fluid 
testing  conclusions. 

These  categories  as  they  apply  to  the  overall  manufacturing  operation  being 
conducted  at  the  Rock  Island  Arsenal  will  be  treated  individually  in  the  following 
subsections. 

4*1  RIA  Manufacturing  Processes  and  Materials 

A.  93%  of  RIA  manufacturing  are  comprised  of  four  processes. 

93%  of  all  the  manufacturing  processes  at  the  Arsenal  are  turning  &  boring, 
milling,  drilling  and  grinding.  This  figure  is  based  on  monthly  operating  hours. 

.  .  of  all  parts  In  the  observed  machining  operations  were  manufactured 

with  4100  series  steel. 

During  the  visits  to  RIA,  seventy-six  machining  operations  were  observed  on 
twenty-four  different  parts.  Over  95%  of  these  operations  were  manufactured  with 
4100  series  steel.  Some  bronze  machining  was  observed  being  done  for  wear  surfaces. 

This  operation  seemed  to  require  metallurgical  process  optimization  rather  than  cutting 
fluid  improvements.  An  extremely  minor  amount  of  aluminum  and  cast  iron  machining 
is  performed  at  RIA. 

C.  Chipping  and  cratering  were  the  observed  tool  wear  modes. 

Seventy-five  percent  of  the  observations  for  turning  and  boring  exhibited 
either  extreme  wear  due  to  chipping  or  extreme  wear  due  to  cratering  without  evidence 
of  flank  wear  or  BUE  effects.  All  of  the  observed  carbide  insert  wear  for  milling  was  in 
the  form  of  chipping.  The  turning  operations  observed  exhibited  chipping  and  extreme 
crater  wear. 


The  majority  of  machining  operations  were  performed  at  state-of-the-art 
parameters. 


Most  of  the  N/C  turning  and  milling  operations  were  performed  well  beyond 
Machinability  Data  Handbook  type  machining  parameters.  These  operations  utilized  the 
most  advanced  tooling  available.  Also,  the  foremen  in  the  conventional  machining  areas 
were  well  informed  about  the  latest  tooling  and  machining  parameters  and  used  them 
where  possible.  Their  only  limitations  are  the  older  equipment  they  must  utilize. 
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4.2  RIA  Current  Cutting  Fluid  System 

A.  RIA  needs  some  form  of  cutting  fluid  recycling  system. 


nnttino-  n  esti™ated  that  RIA  *  “sing  7,558  gallons  of  water-base 

cutting  fluid  and  4,556  gallons  of  neat  oil  cutting  fluid  a  year.  Also,  15,000  gallons  of 

spent  cutting  fluid  must  be  disposed  of  each  month.  This  volume  of  new  cutting  fluid 
input  and  the  present  rate  of  disposal  indicates  that  installing  some  form  of  recycling 
system  would  be  an  appropriate  course  of  action.  5 


B.  Anerobic  bacteria  is  the  main  reason  for  cutting  fluid  sump  changes. 

One  result  of  the  manufacturing  survey  indicated  that  the  main  reason  for 
changing  a  machine’s  sump  was  that  it  emitted  a  foul  odor.  Not  one  person  interviewed 
ever  heard  of  anyone  seeing  an  emulsion  split.  This  indicates  that  the  anerobic  bacteria 
are  causing  GOOD  cutting  fluid  not  to  be  fully  utilized  and  these  bacteria  must  be 


Cutting  fluid  concentrations  are  not  at  the  manufacturer's  recommended 
levels. 


The  data  obtained  to  date  seem  to  indicate  improvements  in  manufacturing 
operations  at  Rock  Island  Arsenal  can  be  achieved  through  modification  of  the  present 
cutting  fluid  selection  and  maintenance  systems.  For  example,  the  concentration  level 
°J.  tae  Master  Chemical  product  Trimsol  and  the  Cincinnati  Milacron  product  Cimfree 
Z58  have  been  utilized  below  the  manufacturer's  suggested  concentration  levels  in  many 
of  the  observed  machine  sumps.  This  problem  may  be  attributed  to  one  or  a 
combination  of  the  following: 

1.  Selecting  a  make-up  fluid  concentration  that  is  too  lean  for  the  type  of  fluid 
loss. 


There  are  three  main  types  of  fluid  loss:  chip  dragout,  splashout  and 
evaporation.  Evaporation  is  a  natural  process  that  removes  water  from  the  sump 
leaving  the  fluid  concentrate  which  causes  the  remaining  fluid  to  carry  a  higher  cutting 
luid  concentration  level  than  the  initial  charge.  Dragout  and  splashout  remove  water 
and  concentrate  together  leaving  the  remaining  fluid  at  its  current  concentration  level. 
Each  of  these  conditions  requires  a  different  concentration  make-up  fluid  to  bring  the 
sump  to  the  desired  level.  5 

2.  Utilizing  an  inaccurate  method  to  mix  the  make-up  fluid. 

The  make-up  fluid  mixture  may  unknowingly  be  mixed  too  lean  by  the 

Venturi  type  mixing  system  currently  in  operation. 

3.  Contaminating  oils  and/or  bacteria  may  be  diluting  the  sump  concentration. 

...  .Tramp  oils  811(3  bacteria  have  the  ability  to  reduce  the  effectiveness  of  the 

f«inS  , d  .^hich  causes  it  to  perform  as  if  it  lacks  concentration  (refer  to  Section 
3.3.1  for  clarification). 
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Utilizing  an  inaccurate  method  of  measuring  cutting  fluid  concentration. 


A  refractomer  may  not  always  be  an  accurate  method  to  determine  fluid 
concentration.  Contaminants  may  become  emulsified  into  the  oil  which  make  it  appear 
to  contain  a  higher  than  actual  concentration.  Also,  a  refractometer  may  not  be 
recommended  with  all  cutting  fluids.  For  example,  the  Cincinnati  Milacron  Company 
recommends  titration  as  the  most  accurate  method  of  concentration  measurement  for 
Cimlree  238.  Section  5.0  will  make  recommendations  which  have  the  potential  to 
alleviate  these  problems. 


.  _  Also,  it  appears  that,  at  this  point  in  time,  centralized  systems  involving 

either  small  groups  or  a  larger  colony  of  machines  in  a  manufacturing  area  make  the 
most  sense  from  a  technological  and  economical  aspect,  and  further  research  to  develop 
this  type  of  system  will  be  continued  and  presented  in  future  reports  during  Phase  II. 


4.3  Fluid  Testing  Conclusions 


A.  All  of  the  carbide  tools  tested  failed  due  to  flank  wear. 

As  illustrated  in  Figure  4.3-1,  insert  chipping  or  excessive  crater  wear  did 
not  cause  the  test  tools  to  fail.  The  only  source  of  tool  failure  was  flank  wear.  In 
general,  a  good  balance  between  crater  wear  and  flank  wear  was  observed.  This  is 
contrary  to  the  observed  tool  wear  modes  experienced  at  RIA,  which  involved  chipping 
and  crater  wear  failures.  The  machining  tests  were  all  conducted  at  the  manufacturer's 
recommended  concentration  levels.  The  majority  of  the  machine  sumps  observed  at 
RIA  had  much  lower  concentration  levels.  A  logical  deduction  is:  as  the  concentration 
ol  a  cutting  fluid  decreases  below  its  recommended  level,  tool  wear  will  increase.  This 
is  based  on  the  fact  that,  for  the  most  part,  the  cutting  fluid  tests  were  conducted 
utilizing  the  same  machining  parameters  and  employing  the  same  cutting  fluids  used  at 


B.  Approximately  90%  of  all  the  water-soluble  cutting  fluid  applications  can  be 
filled  by  one  fluid. 

The  initial  test  performance  results  indicate  Cincinnati  Milacron's  Cimfree 
238  at  a  25:1  dilution  ratio  ranked  superior  (in  Group  3)  in  three  out  of  the  four 
machining  categories.  The  only  category  it  ranked  below  this  was  in  turning,  where  it 
was  rated  at  the  highest  position  in  Group  2.  The  turning  test  indicates  that  Master 
Chemicals  Trimsol  at  a  19:1  dilution  ratio  was  superior.  Trimsol  ranked  superior  (in 
Group  3)  in  turning  and  grinding.  Master  Chemical's  Trimsol  may  also  be  a  candidate 
lor  the  one  fluid  to  fill  all  water-soluble  applications.  Overall,  these  fluids  perform 

similar  on  most  manufacturing  operations.  However,  during  some  conditions  one 
outperforms  the  other. 


A  rankin&  method  to  determine  which  of  the  two  cutting  fluids  performed 
the  best  for  all  manuacturing  processes  was  developed.  Cimfree  238  scored  11  points  on 
ns  ranking  scale  which  ranked  it  the  best.  Trimsol  scored  8  points,  which  made  it  a 
close  second.  Also,  economic  factors  would  have  to  be  considered.  Currently,  Trimsol 
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Turning  Test  Tool  D-2;  SEH  @  43X;  This  Test  Used  Master  Chemical's  Trimsol. 


Milling  Test  Tool  E-l;  SEM  @  50X;  This  Test  Used  DOALL's  Wheelmate  470. 


Figure  4.3-l-  Examples  of  SEM  Examination  of  the  Conditions  of  Turning 
and  Millng  Test  Tools. 
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costs  $4.75  more  than  Cimfree  238  to  fill  a  fifty-gallon  sump,  therefore  making  the 
initial  installed  gallon  of  Cimfree  238  almost  28%  lower  than  Trimsol.  A  synthetic 
fluid,  in  general,  has  the  potential  to  last  longer  than  an  emulsion  because  bacteria  and 
tramp  oil  have  less  of  an  effect  on  it.  Also,  Cimfree  238  does  not  contain  phenols, 
which  would  make  waste  removal  less  costly.  Further  economic  analysis  must  be 
accomplished  in  order  to  insure  that  an  optimal  cutting  fluid  is  selected. 

C.  Six  fluids  showed  signs  of  rusting  during  the  fluid  evaluation  tests. 

During  the  rust  test,  the  following  fluids  showed  signs  of  rusting:  Cimperial 
1011,  Cincinnati  Milacron;  IRMCO  103,  International  Chemical  Company;  Wheelmate 
811,  Norton  Company;  Poly  Aqua,  Poly-Form  Oils;  911,  Wynn  Oil  Company;  1149,  D.  A. 
Stuart  Oil  Company. 

D.  During  an  intermittent  cutting  operation  the  importance  of  E.P.  additives 

seems  to  be  diminished. 

During  the  milling  tests,  the  cutting  fluids  not  containing  chlorine  and  sulfur 
outperformed  those  that  did.  The  temperature  required  to  cause  these  additives  to 
react  must  not  have  been  reached. 

E.  Fluid  flow  rates  affect  machining  performance. 

During  the  grinding  test,  a  24%  increase  in  power  and  as  much  as  a  25% 
increase  in  forces  were  experienced  with  a  slight  decrease  in  fluid  flow.  Also,  in 
turning  a  27%  decrease  in  cubic  inches  of  metal  removed  to  .030  of  an  inch  of  flank 
wear  was  observed  during  a  test  conducted  with  a  slight  reduction  in  fluid  flow. 

F.  Cutting  fluid  manufacturer's  classifications  can  be  misleading. 

An  important  finding  of  the  machining  tests  was  that  the  cutting  fluid 
manufacturer's  ranking  system  for  their  cutting  fluids,  as  shown  earlier  in  Table  3.3-1, 
can  be  misleading.  Fluids  that  were  labeled  light  duty  in  some  cases  outperform  those 
that  were  labeled  heavy  duty  and  vise  versa.  For  example,  during  the  milling  operation, 
DoAll's  470,  rated  as  a  light  duty  cutting  fluid,  outperformed  Trimsol,  which  was  rated 
as  heavy  duty. 
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5.0  RECOMMENDATIONS 


Based  on  the  Phase  I  program  findings,  the  following  immediate  and  long  range 
preliminary  recommendations  are  presented;  these  initial  recommendations  will  be 
further  refined  in  Phase  II  and  Phase  III. 

5.1  Immediate  Recommendations 

The  following  is  a  list  of  suggested  courses  of  action  that  have  the  potential  to 
reduce  the  Rock  Island  Arsenal's  operating  cost: 

1.  Mix  the  cutting  fluids  with  a  positive  displacement  pump. 

Currently,  the  cutting  fluids  are  mixed  with  a  Venturi  type  of  mixer.  This 
method's  accuracy  depends  on  the  variation  of  the  water  pressure  supplied  to  it.  This 
may  be  the  major  reason  that  many  of  the  observed  sumps  have  too  lean  of  a  cutting 
fluid  mixture. 

2.  Bubble  air  into  an  idle  machine  sump. 

This  action  will  reduce  the  growth  of  an  anerobic  bacteria  and  increase  the 
sump's  life.  Note:  This  method  does  not  decrease  the  growth  of  aerobic  bacteria  but 
increases  it.  However,  it  was  noted  that  the  main  reason  for  cutting  fluid  discard  at 
RIA  was  the  hydrogen  sulfide  (rotten  egg)  odor  which  can  be  attributed  ±o  a  high 
population  of  anerobic  bacteria.  This  level  is  in  the  range  above  1  x  10-1  x  10° 
bacterium  on  a  plate  count.  No  mention  was  made  by  foremen  or  workers  of  an 
observation  of  an  emulsion  split.  This  is  the  type  of  reaction  that  could  be  attributed  to 
aerobic  bacteria.  Therefore,  aerating  the  cutting  fluid  may  increase  the  time  a  cutting 
fluid  could  be  used  by  an  operator. 

3.  Mix  the  make-up  cutting  fluid  to  the  dilution  ratio  that  is  required  for  the 
machine  operation  in  question. 

Various  machine  operations  require  different  dilution  ratios  for  their  make¬ 
up  cutting  fluids.  The  dilution  ratios  depend  on  the  amount  of  splashout,  the  amount  of 
evaporation  and/or  the  amount  of  dragout  of  the  operation  in  question.  For  example,  a 
turning  operation  is  a  high  dragout  operation  which  is  caused  by  cutting  fluid 
accumulating  with  the  chips.  This  action  removes  the  diluted  cutting  fluid  mixture 
from  the  sump  leaving  the  fluid  at  the  same  concentration  level.  The  makeup  should  be 
at  the  recommended  concentration  level.  Grinding  produces  a  high  degree  of  water 
evaporation  from  the  fluid  which  increases  the  concentration  of  the  remaining  fluid. 
This  situation  calls  for  a  make-up  fluid  with  a  lower  concentration  level  which  adds 
more  water  to  the  system.  This  causes  the  sump  concentration  level  to  equalize  to  the 
original  recommended  concentration  level. 


* 
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4.  Monitor  the  concentration  levels  of  all  machine  sumps. 

Currently,  the  concentration  control  of  the  sumps  may  be  improved  if 
accurate  methods  to  determine  their  concentration  can  be  developed.  A  refractometer 
by  itself  is  not  an  accurate  method  to  determine  the  concentration  of  a  cutting  fluid 
after  it  is  in  use.  The  refractometer  should  be  coupled  with  laboratory  tests  and  used  as 
an  indicator  that  the  cutting  fluid  is  within  a  specified  concentration  range. 

Most  cutting  fluid  manufacturers  offer  a  laboratory  service  as  part  of  their 
cutting  fluid  cost.  This  service  could  be  used  to  establish  refractometer  indices  for  a 
particular  type  of  machine  with  a  particular  maintenance  problem  performing  a 
nanu  acturing  process.  For  example,  a  group  of  older  lathes  could  have  a  hydraulic  oil 
leakage  problem.  The  refractometer  index  for  this  group  of  equipment  will  be  different 
t  lan  if  they  did  not  leak  hydraulic  fluid  into  the  cutting  fluid.  A  refractometer  reading 
should  be  taken  of  a  sample  of  the  fluid  in  the  machine  sump  and  recorded.  Then  the 
same  sample  should  also  be  sent  to  the  manufacturer's  cutting  fluid  lab  for  analysis. 
The  actual  concentration  level  of  the  fluid  can  then  be  defined  and  a  calibration  factor 
established  for  the  refractometer  readings.  Several  samples  must  be  taken  to  develop  a 
?  s  ractometer  range  for  this  process.  When  this  is  determined,  accurate  make-up 
cutting  fluids  can  be  mixed  for  this  operation.  Note:  If  the  cutting  fluid  ever  gets  out 
of  the  established  refractometer  range,  further  lab  tests  should  be  made. 

Another  form  of  cutting  fluid  concentration  control  recommended  by  some 
cutting  fluid  manufacturers  is  an  analytical  testing  procedure  called  titration,  this 
procedure  measures  the  exact  amount  of  a  critical  component  of  the  cutting  fluid.  This 
procedure  will  accurately  determine  the  concentration  of  the  fluid. 

Titration  cannot  be  easily  performed  on  all  cutting  fluids.  Each  cutting  fluid 
manufacturer  being  used  should  be  questioned  as  to  how  this  procedure  can  best  be 
performed  in  a  manufacturing  environment. 

5-2  Long  Range  Recommendations 

The  final  recommendations  for  a  cutting  fluid  system  at  the  Rock  Island  Arsenal 
will  be  made  during  Phase  III  of  this  program.  However,  the  data  collected  so  far  at  the 
Arsenal  and  interfacing  with  cutting  fluid  manufacturers  have  developed  some  basic 
thoughts  about  cutting  fluid  systems  which  will  be  shared  in  this  section. 

All  of  the  fluid  manufacturers  contacted  specified  the  optimal  condition  of  their 
cutting  fluid  is  when  it  is  applied  at  the  recommended  concentration  level.  The  fluid 
should  not  have  a  high  bacteria  count,  over  lx  10  ~  1  x  10°  ppm,  and  should  not  contain 
excessive  tramp  oil  contamination. 

Observations  have  indicated  that  maintaining  many  individual  sumps  is  an 
expensive  and  difficult  method  of  operation.  Exact  concentration  cannot  be  easily 
obtained  with  a  refractometer  unless  monitored  on  a  daily  basis.  Once  tramp  oil  is  in  an 
individual  sump,  it  is  difficult  to  remove  unless  each  individual  sump  has  an  oil  skimmer 
or  is  pumped  out  and  the  fluid  reprocessed  and  pumped  back  in.  Having  individual  oil 
SMmmers  is  very  expensive.  Pumping  the  fluid  out  and  reprocessing  is  one  possible 
method.  However,  the  concept  of  a  continuous  sump  is  another. 
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A  central  sump  system  would  be  an  integrated  cutting  fluid  system  serving  a 
haprtJr  group  of  equipment.  An  example  of  the  type  of  equipment  serviced  would  be 
the  N/C  equipment  in  Shop  M.  The  central  sump  would  supply  the  cutting  fluid  at  the 

woulddbePirfnnSiPreSShre  f0r  9  Spe?ified  grouP  of  equipment.  The  flow  of  cutting  fluid 
thorn  1^  u  L  Sacb  a  manner  that  *  would  flow  through  the  existing  sumps  using 

fluid  crnfid8  h0l?ngt  ThUS’  -When  Central  sump  failures  occur,  enough 

?i“ud  bf  k6pt  m+  the-  machine’s  own  samp  until  the  equipment  is  repaired.  The 
central  sumps  concentration  could  be  easily  monitored  compared  to  potential  errors 
involved  in  individually  checking  25-50  smaller  sumps.  If  a  synthetic  cutting  fluid  were 
used,  a  titration  for  a  required  additive  could  be  done  which  would  provide  In  accurate 
ncentration  measurement.  Titrating  is  a  chemical  analysis  method  that  is  used  to 

i  amo,unt  of  a  chemical  in  a  solution.  This  practice  could  be  readily 

taught  to  an  hourly  employee.  Titrations  could  be  run  to  determine  the  exact  level  of 
biocides  and  cutting  fluid  performance  additives.  Only  the  desired  additives  would  have 
to  be  replenished.  The  fluid  could  be  reprocessed  through  a  specially  designed 
reprocessing  system.  However,  most  cutting  fluid  manufacturers  recommend  using 

^ddildic«?pdt?ertttrahZeArepr°CeSSing  SUmp  systems-  They  811  refer  to  Murphy's  Law 
and  indicate  its  better  not  to  put  all  your  eggs  in  one  basket.  Also,  having  more  than 

one  system  allows  for  using  more  than  one  fluid  or  fluid  concentration.  ?The  system 
sizes  wi  vary  epending  on  the  type  of  fluid  used  and  with  what  manufacturing  process 
it  is  utilized.  A  typical  reprocessing  system  may  be  viewed  in  Figure  5.2-1. 

I*  inIhtS  Joncept  1S  only  a  basic  model  at  the  present  time.  Examples  made  were  used 
as  the  uHH™'?,  pUr?OSets-  Addltional  techniques  can  be  added  to  this  basic  concept  such 
tesfbfo^K  v  * aut°matic  feedback  control  systems.  Such  systems  could  be  used  to 
mlkef fldnlr'  dtdltirs’  bacteria  level  and  amount  of  rust  inhibitor  in  the  system  and 

A  t  thl  nn  l°ns+  system  automatically.  Such  a  system  is  in  the  conceptual  stages 
t  this  point  in  time  and  will  be  further  explored  during  the  later  phases  of  the  program. 

However,  it  appears  at  this  point  in  time  that  a  series  of  centralized  systems  of 

?rTeenllZeThePnMtlCtUlar  ^Uons  seems  to  be  the  optimal  solution  for  the  Rock  Island 
Arsenal.  The  questions  that  remain  to  be  answered  are:  What  size  will  thev  be’  How 

they  K  l0Cat  ndK  And  What  CUtting  fluid  and  c°ncentration  level  win 
they  utilize.  These  questions  will  be  answered  after  an  economic  analysis  is  completed. 
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Figure  5.2-1.  A  Schematic  of  a  Typical  Centralized  Cutting  Fluid  System. 
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Turning  Severity  Index  Determination  Table 
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Boring  Severity  Index  Determination  Table 
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Key:  SFM  =  Workpiece  velocity,  surface  feet  per  minute.  MRR  =  Metal  removal  rate,  cubic  inches  per  minute. 

Depth  of  Cut  =  Tool  engagement  normal  to  feed  direction,  inches.  NHS  =  No  hardness  specified. 

Feed  Rate  =  Tool  advancement  rate,  inches  per  revolution.  CH  =  Chipping 

OTW  =  Observed  tool  wear  mode.  CR  =  Cratering 

G  =  Balance  between  cratering  and  tool  flank  wear. 


End  Milling  Severity  Index  Determination  Table 
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Conventional  Peripheral  Milling  Severity  Index  Determination  Table 


* 


X 


6 

£ 


cd 

CU 


c 

.2 

4-> 

cd 

<u 

04 

O 


Os! 


£ 

04 


O  H  Ss 


C  - 
+S  V 

4->  7* 

2  ®  § 
s,|« 


ps 

PS 


CO 

06 

<D 

a 

X 

t-4 

cd 

ffi 


II 

PS 


04 


ho 


cu 

cd  > 
PS  o 

"O  > 

d)  c 

a> 

fn 


o 

c> 

tic 

a> 

0) 

Pu 


S 

Cti 

CO 


,  , 

>> 

0 

3 

H-J 

*n 

X 

a> 

O 

<u 

X 

u. 

> 

O 

> 

Q) 

cn 

c 

1— H 

II 

§ 

PS 


11 

§ 

PS 


II 

Z* 

PS 


II 

PS 


S 

PS 


n 


ps 


11 

1 

c 

cd 

PS 


11 

-X 

PS 


II 

§ 

cd 


II 

S* 

PS 


II 

§ 

cd 


II 

JX 

§ 

cd 


II 

o* 

§ 

PS 


11 

§ 

PS 


II 

Pd 

PS 


II 

§ 

cd 


c 

cd 

PS 


H 


PS 


II 

PS 


00 

PS« 


<N 

II 


II 

Cu 

O 

1 

o 


11 


11 

05  PS 

CTi  II 
Cd 
I  T* 
O  03 
_  LO  ! 
iO  M  O 


CM  H 

II  II 

os  os 

II  II 

<0 

1  l 
oj  in 
rf  co 


o 

II 

OS 

II 

*=r 

eo 

<± 


co  co  H 
II  II  II 
OS  PS  PS 
11  II  II 

CL,  O)  05 

p  to  o 3 

n  ^4 

"  a>  II 
Cd  -r  o- 
no  i) 

ft*  o  n  <*> 

Do  II  N 
i_  A  cd  0 
II 


m  co 
o  o 
o  o 


V) 

a> 

x: 

c 

c 


CO 

a> 

o  « 
E  3 

(D  C 


' 

O  <D 


c  2  cl 

2  SZ  S 
:  or 

"  8 


CT  o 

fe  "3 
a-’E 

♦-*  c 


r  <u 


a 

c 


£- 

c 

a 

C/J 

ai 

0 

s 


% 


o 

o 

<± 


cd 

E 
0)  ^ 
g  o 
<2  ^ 

Is  § 

*  O 

«-»  < 

8  « 
SZ 


00  • 
t-  <y 

+*  X) 


c 
a> 

E  _ 
c  so 
c  a) 

§  * 

■u  o 

CO  o 


n 

S  • 

oT? 

+->  «♦— 1 

CO  — 1 

£ 

CO 

r*’'  rr\ 


2  xj 
H  > 
8  n  o 
H  o>.g 
fc  «0 

n.Cd  n 
X  X  > 

C/D  U*  U-  O 


OJ 


8 


*> 

Pm 


3 
« 

t 
5-1 

0.9* 


CJ 

5 

Ud 

c 

r 


O 

o 


gp 

t-i 

o 

cd 

o 

c 

S 

o 

w 

o 

n 


gz 


z 

II 

cn 
x  X 

2:  u 


II 


_  V 

2  g 

2  « 

O  c2 

11  n 
os 

o  o 


OS 

II 

OS 


I 


163 


Face  Milling  Severity  Index  Determination  Table 
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